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The right tool for the j ob. 



Having the right tool, like brake spring pliers 
or an oil filter wrench, can turn a potentially 
frustrating job . . . into one that is manageable 
and enjoyable. If your job is mechanical 
design, then the right tool for the job is Per- 
sonal Designer® software. It provides the right 
combination of CAD capabilities including: 

■ Comprehensive 2-D Drafting/Detailing ■ 
True 3-D Modeling ■ Hidden Line Removal 
Bezier and NURB Surfaces ■ Faceted and 
Smooth Shaded Pictures. 

With Personal Designer software, you’re 
equipped to tackle challenging mechanical 
design problems. Build sizeable models (up to 
64,000 entities) with complete associativity. 
Change the part , and all drawings, dimensions, 
crosshatching, and multiple views update 
automatically. Create drawings to ANSI, 

ISO, and JIS standards. Customize the user 
interface. And exchange data with other 
CAD packages via IGES or DXF.™ 

There’s a lot mote. You can fillet, sweep, and 
intersect complex surface geometry, and take 
advantage of software options for project man- 



agement (PDex) and integrated 2 fi - and 3-axis 
NC programming (Personal Machinist®). To 
further expand your horizons, utilize the hun- 
dreds of available third party offerings. And 
draw on the expertise of Computervision’s 
worldwide network of \ARs. 

There’s a direct translator available, too. So, 
should you ever need Computervision’s top- 
of-the-line CADDS® software, you can take 
Personal Designer data bases with you. 

The bottom line: Personal Designer software 
is a smart buy in today’s crowded marketplace. 
It’s available for 386/486 PCs as well as the 
SPARCstation® workstation. And prices for 
2D start at $1,995. 

Get the right tool for the job, from the 
company that pioneered CAD/CAM. 

Computervision Corporation 
Personal CAD/CAM Business Unit 
100 Crosby Drive, Bedford. MA 01730 
Telephone (800) 248-7728 (U.S. except MA) 
(617) 275-1800, ext. 4594 FAX (617) 271-0015 
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Personal Designer 5.0 
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y of American Tool and Mold, Inc., St- Joseph, ML 


COMPUTERVISION, the Computervision logo, Personal Designer, Personal Machinist, and CADDS are registered trademarks of Computervision Corporation 

DXF is a trademark of Autodesk, Inc. SPARCstation is a registered trademark of Sun Microsystems, Inc. 



Now you can set up tests from anywhere on the 


capture or a combination. As many channels as 


net. You can monitor data quality 
all during the test. And get the 



you wish. ■ DAServer connects 
to your network for access by 


full set of data right at your 


work station immediately 


after the test. ■ All this 


convenience comes with the 


Precision DAServer, our new 


networked data acquisition 



all your computers. The graph- 
ical user interface uses 
the X Window system so 
you get point and click conven- 
ience. ■ A new approach by 
Precision. A systems ap- 


and recording system. It man- 
ages the data acquisition, 



proach that can also host all 
Precision transducer condi- 


so your computer doesn't have to. It 
stores test data directly in RAM, 



tioning, filtering and switching 
in one integrated system. All on 


on disk, disk array or NEW DAServer. IT CAPTURES YOUR TEST DATA a turnkey basis. ■ To 

FOR ACCESS OVER YOUR NETWORK. 

tape. ■ You can have greater than 16-bit resolution hear more, call 607-277-3550. Fax 607-277-4466. 

with up to 1 0 MSPS throughput. For long duration Or write Precision Filters, Inc. , 240 Cherry Street, 

recording, transient R3 PRECISION FILTERS, INC. Ithaca NY 14850. 

Lrtj CONDITIONERS* SWITCHES* DATA ACQUISITION 'SYSTEMS 
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HI JetPro. A day's work in under an hour. 


9:00 AM 

A- to C-Size CAD Plots 


** Ml 



No more waiting for pen plotter check 
plots. HI JetPro Series VI 00 and V50 
plotters create HP-GL™/2, HP-GL and 
DM/PL™ CAD "review plots" at 
360 dpi in under five 
minutes! No options 
needed. Includes real 
and protected mode 
ADI® drivers. 


9:05 AM 

FAX Output 



j HI JetPro VI 00 outputs FAX/modem files 
directly for high-resolution A- to C-size 


| plain paper copies. Optional sheet 
feede 


der for A- and B-size output. 


• • 


» • • • 


9:10 AM 


Spreadsheets 


C-size and rollfeed capability 
allow you to create large, 
readable spreadsheets. 

Drivers are available for 
Windows™ 3.0 and 
3.1 compatibility. 



■■•• • ■ i 


• • • • 


9:15 AM 


9:30 AM. 

Documents 


• • « 


HI JetPro Series emulates 
the IBM" Proprinter™ XL24 
to create high quality 
reports and letters from 
a wide range of word 
processing packages. 



9:35 AM. . 

Scanner Output * , 

HI JetPro VI 00 automatically reads 
and outputs high-resolution, scanned, 
raster images from hand-held (PCX), 
desktop (TIFF) and large-format 
scanners (RLC and CALS). At 
a fraction of the cost of 
electrostatic plotters. 


. 4 

• . 



9:40 AM 

Project Schedules 


The rollfeed accessory allows long 
project management 
charts to be plotted 
from rolls of opaque or 
translucent bond paper. 



9:50 AM 

Presentation Charts 




For meetings create 
A-size review copies 
in one minute; high- 
quality, C-size review 
copies in under 
five minutes 





There's even time left to : 
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do large-scale charts for a 

1 / ’ 

1 0:00 AM presentation . ' ~|i 
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HI JetPro Series plotters, 
or the name of your local 
dealer, call 1-800444-3425. 


■■■■■• ■■ • ■ 


New HI JetPro Series Plotters. 


HOUSTON INSTRUMENT 

Every decision should be this easy.'" 


) 1992 Summagraphics Corporation. Seymour, CT 06483. All rights reserved. 
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raw Your Complete Analysis Solution 

with LabVIEW Graphical Programming 


Probability Density Diagram 
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LabVIEW is a complete graphical programming language. 



Surface plot of a game front using LA I LEW and the Surface View toolkit. 
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0 Atxi Spectrogram 

The Gabor 
Spectrogram 
displays a portion 
of the sentence 
7 take two 
people out for 
breakfast. " 
computed and 
displayed with 
LabVIEW. 


Productive and Creative Methodology 

Quickly develop programs for analysis, simulation, 
and algorithm development with the complete graphical 
programming language found in LabVIEW. It is more 
than a math calculator. LabVIEW has graphical constructs 
for While Loops, For Loops, and Case structures. 

Advanced Visualization and Plotting 

Rapidly create spectrograms, 2D plots, 3D plots, waterfall 
plots, strip charts, contours, and XY graphs with 
annotation, printing, and importing. 

Powerful Mathematics 

The award-winning LabVIEW Gabor Spectrogram 
algorithm for joint time-frequency analysis (JTFA) is an 
example of industry-leading innovation. In addition, 

LabVIEW has hundreds of analysis function 
blocks for signal processing, digital filters, 
statistics, and linear algebra. Add-on analysis 
toolkits include: 

• image processing • 3D plotting 

• surface rendering • speech processing 

• PID control • JTFA 

Beyond Analysis 

Acquire data from GPIB, VXI, and RS-232 
instruments and plug-in data acquisition 
boards. Connect to other applications with 
DDE, Apple Events, QuickTime, or TCP/IP. 
With the open design of LabVIEW, you can 
easily call programs from C and other 
languages. In addition, LabVIEW executes 
at speeds comparable to compiled C code. 

Graphical User Interface (GUI) Tools 

Easily create virtual instruments and interactively control 
real-world processes using the GUI controls and indicators 
built into LabVIEW. 

Call for your FREE LabVIEW demo and the application 
note, “Making Real-World Measurements 
with Fast Fourier Transforms 
and LabVIEW.” 


(800) 433-3488 (U.S. and Canada) 

Lab VIEW is now available on 
Windows, Sun, and Macintosh. 


Data courtesy of NIH. 
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EKG signal and 
QuickTime heart 
video using LabVIEW. 


INSTRUMENTS® 

The Software is tbe Instrument • 

6504 Bridge Point Parkway 
Austin, TX 78730-5039 
Tel: (512)794-0100 

95 (800)010 0793 (Mexico) 

Fax: (512)794-8411 

Branch Offices 

Australia 03 879 9422 • Belgium 02 757 00 20 • Canoda 5 1 9 622 9310 
Denmark 45 76 26 00 • Finland 90 527 2321 • France 1 48 65 33 70 
Germony 089 7 14 50 93 • Italy 02 48301892 • Japan 03 3788 1921 
Netherlands 01720 45761 • Norway 03 846866 • Spain 91 896 0675 
Sweden 08 984970 • Switzerland 056 27 00 20 • U K 0635 523545 


O Coovngrw IWJf. • nd tretnx'wnn Ccrporatsan Al rights reserved Produc t and corncxrivnarnes Wed are trademarks or node name* of the* respective conxxyvei 


See us at Science Innovation 
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CAJON Products 
for Vacuum Service... 

IMMEDIATE delivery from local stocks 




VCR Coupling 

All metal gasket seal 


Patented 


■ Zero-clearance for disassembly 

■ Critical vacuum 

■ Choice of end connections from 1/16" to 1" 

■ Connects to various weld, SWAGELOK 
Tube Fitting, NPT and straight thread 
components 

■ Variety of configurations 

■ Sold as individual components to 
minimize inventories 

■ 316L & 316 stainless steel 


Flexible Tubing 



■ 321 stainless steel construction 

■ Compressible by 20°/o, 
extendable by 50% 

■ Absorbs vibration, relieves thermal 
expansion, compensates for 
misalignment 

■ 1/4” to 1-1/2" tube O.D. 

■ Nominal lengths 1" to 36” 


Flexible 

Glass End Tubing 



Isolates vibration 
in glass systems 


■ Relief for thermal expansion 

■ Compressible by 20%, 
extendable by 50% 

■ 1/4" tor 

■ Nominal lengths 2” & 3" 

■ 321SS fused to 7740 Pyrex glass 

■ Ultra-high vacuum to 25 PSI 

■ Single or double end glass 


■ Helium leak tested to 4.0 x 10-® 
atm.cc/sec. 

■ Pressures — vacuum to 11,000 psi 

■ Temperatures to 1000° F (537°C) 

VCO Coupling 



O-Ring face seal 


Patented 


■ Zero-clearance for disassembly 

■ Variety of configurations 

■ Connects to various weld, SWAGELOK 
Tube Fitting, NPT and straight thread 
connections 

■ Sold as individual components to 
minimize inventories 

■ Brass & 316 stainless steel 

■ 1/8" to 2" 

■ Helium leak tested to 4.0 x 10 9 
atm. cc/sec. 

■ Pressures — vacuum to 10,000 psi 

■ Temperatures to 450°F (232°C) 

■ Fast make-up 


Glass /Metal Transition Tube 

One step glass to metal transition 
eliminates graded seals 


m Converts a glass system to a metal system 

■ Smooth internal surface for high 
conductance 

■ Non porous transition area to prevent 
absorption & outgassing 

■ Metal, 304SS — Glass, 7740 Pyrex 


■ Temperature to 960°F (515°C) 

■ Ultra-high vacuum to 25 PSI 

■ 100% Helium leak tested 

■ 1/4", 3/8" & 1/2" sizes 

■ 6" lengths 


Hose Connectors 


Positive gripping-easy to install 



■ Used on soft plastic or rubber tubing 

■ NPT & Tube Adapter ends 

■ Hose clamps for safety 

■ Reuseable 

■ 316SS and brass 



Weld Fittings 

For automatic or 
manual welding 


■ High conductance 

■ 316L & 316 stainless steel construction 

■ 1/4" tol" 


Ultra-Torr Fitting mvs "' o: 

Provides vacuum-tight seal on glass, metal or plastic 


■ Pressures to 5100 psi 

■ Thin wall design for cleaner, lower profile 
appearance 


■ Helium leak tested to 4.0 x 10 9 atm. cc/sec. 

■ 1/16" to 1-1/2" 

■ Use with undersize tubing 

■ Variety of configurations 

■ Brass & 316 stainless steel 

■ Temperatures to 450°F (232°C) 

SWAGK0K ■' VAC GOOP - TV Crwtord fitting Company 
PYRf X - TM Coming Glass 
UITRAT0RR/VC0/VCR - TM C*on Company 


CAJON COMPANY 
9760 Shepard Rd. 

Macedonia, OH 44056 

A SWAGELOK 1 COMPANY sKa««a«oi,M«gns=m«iK.H 




Vac Goop 

Anti-gall lubricant for use 
on threads, 0-Rings, gaskets, 
glass seals and metal parts 

■ Low vapor pressure minimizes 
outgassing problems 

■ Compatible with system 
materials 

■ Use on temperatures to 400 <> F 
(204° C) 

■ Impervious to moisture 
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You Can Develop Ada Code Without Adamat. 
Of Course, You Can Skydive Without "Ms, Too. 




The fact is, when you write 
Ada code without using AdaMAT” 
you’re really putting the quality of 
your code at great risk.To be frank, 
you’re actually inviting poorly written, 
unclear and inconsistent code that guarantees 
errors during development. 

AdaMAT is quite simply, the most 
valuable and crucial software engineering tool 
that is available today to Ada program devel- 
opers. It is the only tool for the prevention of 
errors during development. AdaMAT analyzes 
Ada code and evaluates it using key quality 
characteristics that are based on the most effec- 


earlier in development when errors 
are much less time-consuming 
and cosdy to fix. So avoid the pitfalls. 
Get your project in on time and right 
on budget. Write clean, consistent, accurate, reliable 
Ada code. And do it whether you’re developing 
in the Rational, VAX, SUN, or SCO/UNIX environ- 
ments. Call us today at 1-800-522-7321 for com- 
plete information. We’d jump at the chance to tell 
you all about the immediate benefits you’ll receive 
using AdaMAT for your 
Ada development. 

(^DYNAMICS 
HK^ RESEARCH 

^^•corporation 







rive use of the language. 

With the use of AdaMAT, potential 
errors are detected prior to testing. It lets 
programmers insure the quality of their code 


AdaMAT. The code word for quality Ada. 


Dynamics Research Corporation, 60 Frontage Road, Andover, MA 01810 
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# 


73 Stirling Engine With Radial Flow Heat 
Exchangers 

74 "Starfish" Heater Head for Stirling Engine 

75 Portable Lifting Seat 

(continued on page 8) 
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The new Gould TA5000 offers choose from. 


,St* 


an unprecedented memory 
capacity that’s bound to make 
you smile. This is the only 
24-channel recorder with a 15" 
thermal array printhead and up 
to 48MB of on-board memory. 
Which means you can record 
over longer periods of time 
and increase your sample rate 
to 250kS/s on all channels. 

So you're guaranteed the 
bandwidth you need for 
comprehensive analysis. 

And when we say the 
TA5000 has the flexibility to 
record what you want, how you 
want it, we’re hardly making 
idle chatter. Modular design 
allows for easy configuration or 
expansion for 8, 16 or 24 
channels. The widest selection 
of the most accurate signal 
conditioners are yours to 


Gould’s newest recorder. 
With 48 megabytes. 


And our single, 
thermal array printhead lets you 
position traces anywhere in full 
overlap or discrete channels - 
with no blank zones. 

In addition, Gould's 
Micropulsing™ technology 
provides reliable operation and 
the resolution you need to see 
your signals clearly, at every 
frequency and chart speed. 

All this in a rugged, 
economical package backed 
by the largest sales and 
support organization in the 
recorder industry. It’s the kind 
of value you can really sink your 
teeth into. Just remember, it’s 
only from Gould. 

Call Gould today at 
(216) 328-7000 or, for immediate 
response, complete the coupon 
and FAX it to us today. 

For More Information Circle 


Set-up and display real-time signals with our new 
high-resolution (1280 x 1024) external monitor. A 
hand-held remote control allows selection of speeds, 
grid modes, annotation, and synchronization of the 
monitor to the chart from up to 100 feet away. 


NTB 7/93 

Yes! □ Have a Gould Representative call me to arrange 
a demonstration 

□ Rush me a free TA5000 brochure 

(Please print, or affix business card.) 

Name: . 

Title: 

Company: 

Street 

City: State: Zip: 

Telephone: 

Send to: Gould Inc.. Test and Measurement Group, 8333 Rockside 
Road, Valley View, Ohio 44125. Fax: (216)328-7400. 

No. 481 
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A flexure test developed at Langley Research Center assesses 
the ply strength of off-axis unidirectional composites. Data on 
the effect of tensile stress perpendicular to the fibers combined 
with shear stress parallel to the fibers provides a basis to predict 
the onset of damage in composite structures. See the tech brief 
on page 65. 
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SCIENCE SCOPE 


NASA will use new and more durable batteries for two future spacecraft . These super nickel cadmium 
batteries are made by Hughes Aircraft Company. The batteries combine an improved cell separator 
material and improved electrodes, for a 1 5-year life at 80% depth of discharge in spacecraft applications. 
This outperforms other cells that have a 10-year life at only 50% depth of discharge. The improved 
batteries, which helped earn Hughes a 1990 Research & Development Award, will be used in NASA’s 
X-Ray Time Explorer and the Total Rainforest Mapper Mission, both scheduled for launch in 1995 to 
explore the earth’s environment. 

More and more developing nations are now taking advantage of VSATs for their public and private 
satellite communications needs, because they are affordable and readily accessible. Hughes, the largest 
manufacturer of these very small aperture terminals, has supplied many VSATs to these countries, and 
is prepared to fill the ever increasing demand. It is predicted that this demand will be six times greater 
in 1996 than it was in 1990. When linked with today’s high-powered satellites, VSATs are especially 
useful for transmitting data and voice communications to and from areas that do not have modern 
terrestrial telephone systems. 

The problem of viewing instrument information in the bright sunlight of military aircraft cockpits can be 
eliminated with a new full-color display system being developed by Hughes. The Highbright™ display 
provides high brightness, high color contrast, sunlight rejection, high color saturation and high color 
stability; and it offers the widest range of colors currently available in an avionics display. It features 
Hughes' patented liquid crystal projection technology, which dramatically improves reading displays 
in sunlight over other display technologies. In addition to standard cockpit displays, liquid crystal 
projection technology can be used to create panoramic displays that will enhance situation awareness 
for pilots. 

Hughes has joined forces with Russia’s leading aircraft manufacturer. Mikovan . and its leading 
organization for avionics integration, GosNIIAS, to jointly explore developing and producing 
advanced flight training systems for the Russian MiG 29 and MiG 31, two of the world’s most 
advanced combat aircraft. These systems will cover everything from basic flight and maintenance 
procedures to full combat missions — especially in mission rehearsal — where they can provide a 
high level of integration between flight, weapons, and avionics systems. This joint Hughes-Russian 
venture will also extend into developing training systems for other military and civilian aircraft. 

A new pay-per-view television service will soon bring entertainment programming to homes across 
the country via a high-power satellite. Hughes’ Direct Broadcast Satellite (DBS) service, called 
DirecTv IM , will give subscribers a variety of programming choices, including hit movies with multiple 
starting times. DirecTv will use 27 high power transponders on two satellites and utilize digital 
compression technology to deliver more than 100 channels of programming to low-cost 18-inch 
antennas. To implement this new service, Hughes is creating an entirely new infrastructure, which 
includes telemarketing, customer service, and retail outlet distribution for the satellite antennas. 
This organization will be in place by the time the first DirecTv satellite is launched in late 1993. 


For more information write to; P.O. Box 80032, Los Angeles. CA 90080-0032 
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© 1993 Hughes Aircraft Company 


Subsidiary of GM Hughes Electronics 
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Rendering. Visualization and flytbrougbs - at pur fingertips! 
MicroStation offers photo-realistic rendering to every designer, right in 
the software. It’s easy to make pur image reflect your imagination. 



WindOWS. It walks and talks Windows. Behind MicroStation 
lies the user-responsive programming pu look for in good Window 
software. Version 5 gives ym the ultimate in integration of CAD, 
engineering, and business applications. 


More PowerToYou. 





Modeling. Model any surface you can imagine 
in MicroStation, NURBS surface modeling combined uith 
3D Boolean operations gives you astounding flexibility in 
creating and modifying freeform models. 



AutoCAD .dug 



Drafting. MicroStation 

gives you first-rate drafting pow 
- without the limitations of old 
technology. Enjoy the advantagi 
of contemporary features like as 
dative palteming/hatcbing, plot 
preview, standard text editing a . 
fonts, and context-sensitive 
Hypertext help. 


Workspaces. Choose the design environment 
that matches your profession or your CAD expertise - 
even AutoCAD. Complete uith custom interfaces, draft- 
ing styles, and design environment management. 
CAD has never been so streamlined! 


Mo 


point 
for fut 
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Intergraph® Is a registered trademark of Intergraph Corporation. MicroStation® is a registered trademark of Bentley Systems Inc., an Intergraph affiliate. 
Other brands and product names are trademarks of their respective owners. Copyright 1993 Intergraph Corporation. Huntsville. AL 35894-0001 . DDAD121A0 







Usability. What does computer-aided 
drafting have to do with the way you think? 
Everything. MicroStation software works for 
you. It understands the drafting process so 
well that it infers what you 'll do next. 


Graphical 

User Interface. MicroStation’s easy- 

to-use interface includes pull-down menus, dialog boxes, tear- 
off tool palettes, and tool settings window. Choose your interface - 

Windows or Motif - on any platform. Transparent Modeless 
Operation. The software supports the way you naturally work, maintain 
ing command execution while you fine tune: change element attributes or com- 
mand parameters, manipulate views, change the dimensioning system, and more. 

Powerful View Manipulation. MicroStation supports up to eight 

active views that can be moved, sized, and overlapped to fit your design. Zoom and area at 
any scale. Move around your design fast with built-in dynamic panning. 
Workspace Editor Tailor pull-down menus, dialog boxes, and tool palettes - 
even disable commands - with a graphically oriented toolset for customizing your chosen 
interface. Text Capabilities. A convenient text editor lets you easily edit single- 
line or paragraph text. Choose from TrueType, PostScript, AutoCAD SHX, and 
MicroStation fonts. ASCII text files can be imported and exported. Multiple 
Undo/Redo Commands. Undo mistakes and perform “what-if” 
designs in a flash with unlimited undo and redo. Plotting. Plot raster and vec- 
tor information by view or defined areas, at any scale. Visually preview the plot before 
plotting, saving time and materials. Online HELP MicroStation’s 
HELP remains active, tracking the command you’re currently using, 
so there’s no searching through manuals for assistance. 

Associative Patterning and Hatching. 

Associate patterning with graphics. Change graphics and the 
patterning updates. Flood-fill hatching/patteming 
intelligently fills an area, detecting boundaries 
and holes with a single pick. ASSOCiatlVe 
Dimensioning. Dimensions are associated 



Power. Take your pick of popular entiron- 
ments: DOS, Mac, Windows, Windows NT, or 
UNIX. Have a look at MicroStation on Intergraph ’s 
Technical Desktop Series personal workstations. 


MicroStation 
Version 5 puts 
you in charge. 


Call 800-345-4856 for a free 
brochure on MicroStation 
Version 5 and the name of an 
Intergraph representative in 
your area. 


M MicroStation 

INTERGRAPH 


Solutions for the Technical Desktop" 
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with the geometry, not with a point in space, so that when you change the 
geometry, the dimensions automatically update. Custom Line Styles. Create 
space-saving custom line styles and place railroad tracks, trees, isobars - anything - just as you would place a line. 

1 ultl-UneS . Define line string elements comprising up to 16 parallel lines of varying symbology and store them in a style library for 
11. Architects can use multi-lines for fast and easy placement and intersection cleanup of walls and partitions. 2D Boolean 
inS. Quickly modify, measure, and hatch multiple 2D shapes with integrated Boolean operations. MOSS Properties. Calculate area and 
is of your model: surface area, volume, mass, centroid, moments and products of inertia, principal moments and directions, and radii of gyration. 

'. Define relationships among graphic entities with intuitive drawing modes such as tangent, parallel, perpendicular, midpoint, intersection, and end- 
nsion-driven Sym bols. Based on established relationships, you can assign variables to dimensioned graphics and save the graphics as cell 
ic placement. Changes in dimensions automatically drive changes to graphics. Dimension-driven design saves valuable time in the design of families 
Symbol Libraries. Designs and complex elements can be saved to a library to be recalled later via MicroStation’s convenient Cell Browser. Ce 
vidually or as shared cells. Cel / Library BrOWSCT. View a cell before you place it with the Cell Browser dialog box. Raster Viewing. You < 
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Display, Record 
and Transmit 
Signals from 
Multiple Video 
Sources 



Watchdog 

Security, Training, Robotics, 

Video Teleconferencing, Process 
Control and Medical Monitoring 

• Display up to fifteen video inputs on a 
computer screen (up to 1280 x 1024 pixels) 

• Each video window scaleable 
from 1 /64 to full screen 

• NTSC or PAL color inputs displayed as 
monochrome 

• Video integrated with computer 
generated graphics and text 

• Made in the USA 
Optional Features 

• Non-standard video inputs, including 
radar, infrared and medical imagers 

• Multiplexed video outputs for transmission 

• Up to 15 video signals recorded 
simultaneously on a single VCR 

• Alarm trigger 

• Cable ready TV tuner 

GBCD 

SPECTRUM 

950 Marina Village Parkway Alameda, CA 94501 
Tel: (510) 814-7000 Fax: (510) 814-7026 
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Modeling and analysis completed with a Motif^based X Window " interface. 


Does it go bump in the night? 


Is it stable? Can you con- 
trol it? And, what happens 
when you turn it on? 

If you design electrical, 
hydromechanical, chemical, 
and/or digital control sys- 
tems, these are the kinds of 
questions you probably have. 

You want to know how 
the system behaves, and if it 
can be controlled. But you 
can’t afford to spend a lot of 
time and money in the process. 

With EASYSx*, you’ll get the answers you want. And 
you’ll get them cost-effectively. 

Proven software. 

Developed, tested, and refined at Boeing, EASYSx has 
been used to model, simulate, and analyze complex and 
highly non-linear systems. Especially those containing 
microprocessor-based controllers. 

And today, engineers worldwide are using EASY5x in a 
variety of industries. For example, EASY5x helps build the 
cars you drive, the airplanes you fly, and the power plants 
you depend on. 

Unparalleled system modeling. 

With F.ASY5x, modeling difficult system dynamics can 
be a routine exercise. 

That's because EASYSx comes with hundreds of mod- 
eling blocks. Including discontinuous elements like friction, 
hysteresis, and hard limits. 

Our libraries are also full of physical elements such as 
hydraulics, heat exchangers, and freon components. 


You can even create 
your own modeling blocks 
and share them freely. EASY5x 
helps by maintaining tight 
configuration control for you. 

Efficient analyses. 

EASY5x provides simula- 
tion performance up to 100 
times faster than other soft- 
ware on the market. 

Even our control system 
analysis tools will save you 
time, particularly when you 
analyze multi-rate sampled-data systems. 

And if you need world-class solutions to real-time sim- 
ulation problems, EASY5x software now interfaces with 
hardware supplied by Applied Dynamics International. 

Call for a free trial. 

EASY5x is sophisticated enough to be simple to use. 

It’s supported by a highly trained technical staff. And the 
software is mature enough to provide answers to really 
tough dynamics problems accurately and quickly. 

You can get started with EASY5x on your Sun, 
Hewlett-Packard, Digital, Silicon Graphics, or IBM RS6000'" 
UNIX* workstation for $8,900. (U.S. and Canadian universi- 
ties may join our University Program at no cost.) 

All things considered, EASY5x is the best value on the 
market. And we’d like to prove it to you. 

Call for a free, 30-day trial. Phone 1-800-426-1443 or FAX 
206-865-2966. Or write to Boeing, P.O. Box 24346, M/S 
7L-46, Seattle, WA 98124-0346, USA. 



Non-linear simulation results viewed 
interactively or off-line. 
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Meteosat 


space station 


We 're capable 


Highly diversified skills, and an unusually wide product range make Aerospatiale Espace & Defease the only company in the world with 

complete mastery in all fields of Ixith civil and military space. Industrial architect for Ariane, Aerospatiale hits already delivered more than 

100 stages of this launch vehicle, and will build some SO more Ariane 4's before the year 2000. Aerospatiale is also developing the new, 
s 

| and more powerful Ariane S launcher, and is leading the industrial team behind Hermes, tire European spaceplane. As Europe's major 
8 satellite manufacturer. Aerospatiale has already contributed to more than 60 weather, telecommunicatioas, direct TV broadcasting, Earth 
s observation, and scientific satellites. In its capacity as industrial prime contractor for the missile systems of the French nuclear deterrent 
# force. Aerospatiale is also the only European company to design, develop, and manufacture strategic ballistic missiles. 
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Through the technology transfer process, many of the systems, methods, and products 
pioneered by NASA are reapplied in the private sector, obviating duplicate research 
and making a broad range of new products and services available to the public. 


'ccomplished 



VR application developers, howev- 
er, still had to program each applica- 
tion from scratch. WorldToolKit, 
launched in 1991, relieves this bur- 
den by encapsulating 3D real-time 
rendering in a simple-to-use library of 
C routines. A fully-functional “walk- 
through” can be built from just 20 
lines, each of which calls up thou- 
sands of lines of C code. 

WorldToolKit integrates a real-time 
rendering pipeline and 3D modelers 
with sensors, input and output de- 
vices, and graphics display hardware. 
The software permits models or data 
from a wide range of 2D, 3D, and 6D 
input devices to be imported, ren- 
dered, and manipulated intuitively. 
Input from head-mounted position 
sensors, for example, can be used to 
update WorldToolKit’s stereoscopic 
display for head position and orienta- 
tion. The hardware-independent soft- 
ware supports cross-platform 
development and extension. 
Priced at $3500 for the PC 
version, it is available on IBM 
PC-AT, Sun SPARCstation, 
and Silicon Graphics comput- 
ers, from Indigo through the 
Reality Engine. 

With NASA's help, accord- 
ing to company president 
Tom Coull, Sense8 doubled 
to 400 the number of function 
calls in version 2.0 of the 
software, released in May. 
"We’ve established a very 
tight feedback loop with 
Ames Research Center, 
which has served as a beta 
site,” he said. “At their re- 
quest, we improved such 
functions as terrain genera- 
tion and rendering.” 

NASA’s relationship with 
Sense8 began last July, 
when it licensed WorldToolKit 
for use in telerobotic planning 
and operation. “We were 
working to combine virtual 
reality with telepresence 

WorldToolKit ™, platform-independent software from Sense8 Corp., provides an environment for techniques to construct an 
building interactive, real-time 3D graphics and virtual reality applications. operator interface,” explained 


irtual reality (VR) 
technology, once 
the exclusive pro- 
vince of large government and mili- 
tary laboratories, is rapidly becoming 
accessible to a wide circle of develop- 
ers for use in applications ranging 
from architectural and molecular 
design to financial analysis and med- 
ical imaging. Helping to open the door 
into these new virtual worlds is the 
WorldToolKit™ from Sense8 Corp., 
Sausalito, CA. Developed with NASA’s 
assistance, the software package en- 
ables users to rapidly and cost-effec- 
tively build 3D graphics simulations. 

In virtual reality, an array of com- 
puter technologies are employed to 
immerse a user in a synthetic world, 
creating a sensory-based environ- 
ment that interactively responds to 
and is controlled by the user’s behav- 
ior. The more efficient and natural the 


flow of data — the sights, sounds, and 
sensations that mimic actual experi- 
ence — the more persuasive the 
sense of reality. Such verisimilitude 
requires substantial computer power 
and, until recently, expenses prohibi- 
tive to independent developers. 

Traditionally, real-time graphics 
tools were targeted mainly to flight 
simulation laboratories that could 
afford networks of dedicated graphics 
workstations, data gloves, and head- 
sets costing upwards of $250,000. In 
the late 1980s, more affordable sys- 
tems became possible with the ar- 
rival of lower-cost platforms with suffi- 
cient power in the main processor to 
perform 3D rendering in real time, a 
new generation of low-cost graphics 
accelerators, and advanced VR hard- 
ware, such as low-cost position sen- 
sors and headmounted stereoscopic 
video displays. 
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Two 8mm tape drives, each 
capable of storing up to 25 GB, can 
be combined in a single desktop 
cabinet. This dual configuration 
lets you take full advantage of our 
Advanced SCSI Processor. 

Now, two drives can work 
together simultaneously to maxi- 
mize backup speed and capacity 
with a variety of recording modes. 

STRIPING MODE. In striping mode, 
you can write data to two tapes at 
once, in alternate blocks-doubling 
speed and capacity. In fact, you can 
back up 50 GB overnight this way. 


MIRRORING MODE. In mirroring 
mode, you write the same data to 
two tapes at the same time. This is 
ideal for users who want to keep a 
backup off-site, for extra security, 
or for users who need to exchange 
data with other sites. 

OFF-LINE COPY. An off-line copy 
function lets you copy the contents 
of one tape to another-without 
tying up the host. Off-line verify 
ensures that the tapes are identical. 

CASCADE MODE. In cascade 
mode, data spills over to the second 
tape when the first tape is full. 


TRUE PLUG COMPATIBILITY 


Alliant 

Convergent 

DEC Unibus 

ICL 

Novell 

Plexus 

Sun 

Alpha Micro 

Data General 

Gould/Encore 

Intergraph 

OS/2 

Pnme 

Texas 

Alios 

DEC 31 00/5000 

HP 

Macintosh 

PS2 

Pyramid 

Instruments 

Apollo 

DEC BI-Bus 

IBM AS/400 

McDonnell 

Parallel Port 

Sequent 

Unisys 

Arix 

DEC DSSI 

IBM Mainframe 

Douglas 

PC 386/ix 

Silicon 

Wang 

AT&T 

DEC HSC 

IBM RISC/6000 

Motorola 

PC MS-DOS 

Graphics 

and more 

Basic-4 

DEC Q-Bus 

IBM RT 

NCR 

PC Xenix/Unix 

STC 


Concurrent 

DECTU/TA81 

IBM S/38 

NeXT 

Pertec 

Stratus 



Rock Landing Corporate Center -11846 Rock Landing • Newport News, Virginia 23606 • Fax (804)873-8836 


FLEXIBILITY IS ONLY HALF THE STORY. 

Our data compression option is the 
fastest available. And it's switch- 
selectable, so you can still read and 
write standard 8mm tapes. Bright 
backlit status displays give you 
complete drive status information: 
recording mode, transfer rate, com- 
pression ratio, tape remaining and 
more. 

Best of all, you get the advantages 
of 8mm helical scan technology- 
reliable, unattended operation and 
the best price-performance on the 
market. 

Plug compatible with virtually 
every computer system, the drives are 
fully backed by our 12-month war- 
ranty that includes support from our 
in-house engineering staff. 

For information, call today at 

(804) 873-9000 

CONTEMPORARY 

CYBERNETICS 
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Revolutionary! 

The KM 160 Microfocus X-ray Source and 
Generator are as compact as you’ll get for 
160K.Y with a spot size less than 10 microns. 
Four different spot size/power combinations 
are selectable for a variety of inspection needs. 
Highly magnified real time imaging is a breeze 
with the short target to window design. 

The KM 160 uses gas insulated high voltage 
technology to deliver high performance, 
reliability, and serviceability. The air cooled 
metal ceramic x-ray tube is easy to install and 
manipulate. An RS232 interface facilitates 
automation of all major control functions. 
Finally, the KM 160 features a performance- 
to-price ratio hard to beat. 

Choose the KM 160 for your microfocus 
x-ray source needs. 


Butler Hine, leader of the Intelligent Mechanisms Group at 
NASA Ames. “WorldToolKit enabled us to do rapid prototyp- 
ing, which saves a lot of time.” 

Ames researchers used the software to create a virtual 
environment that simulates a robot arm to integrate into the 
teleoperator interface. The virtual arm enables operation, via 
Ethernet, of an actual robotic arm in another laboratory. 

In December 1992, scientists in an Ames laboratory used 
the interface to control, via satellite video link, the camera 
on an underwater research vehicle in the Antarctic. And in 

May, Ames researchers 
used it to maneuver a 
Russian planetary rover 
in a Moscow laboratory. 
According to Hine, the 
long-term goal is to use 
stored plans from a vir- 
tual environment simu- 
lation to control a real 
robot on Mars. Such a 
system would compen- 
sate for lengthy trans- 
mission delays be- 
tween Earth and other 
planets when using 
remote control. 

WorldToolKit already 
is addressing various 
problems here on 
Earth. The Hines Reha- 
bilitation and R&D Cen- 
ter in Illinois applied it to 
create software that 
helps architects assess 
whether proposed de- 
signs provide accessibil- 
ity to the disabled. A wheelchair user, for example, can navi- 
gate through a virtual kitchen to evaluate the design, spac- 
ing, and dimensions of cupboards and counters. 

Maxus Systems International used WorldToolKit to pro- 
duce Capri, a market analysis tool that enables inventors to 
visualize important industrial trends. Users can “fly” through 
the financial world, represented as a huge grid with each 
quadrant corresponding to a country and industry group. 
Individual stocks are represented as polygons that change 
in color and size according to current market activity. 
WorldToolKit also was used to create a PC-based virtual 
reality exhibit at the Computer Museum in Boston, MA. 

Upcoming software products from Sense8 are designed 
to further extend the accessibility of VR technology. 
Mercury, a low-cost VR development toolkit based on 
WorldToolKit, targets hobbyists and home users. Scheduled 
for release in August and priced under $1000, the VGA- 
based software will contain much of WorldToolKit’s function- 
ality with the exception of some advanced features such as 
support for high-end graphics platforms. The company also 
is focusing on the nonprogrammer. Currently under develop- 
ment is Odysse, , a VR environment that will run on stan- 
dard X86 machines and come with a number of ready-to- 
use, extensible VR applications. □ 



A teleoperator interface developed 
using WorldToolKit enabled re- 
searchers at Ames Research Center 
in California to remotely control a 
Russian planetary rover (above) in 
Moscow. 


KEVEX X-RAY INC., 

320 El Pueblo Road 

Scotts Valley, CA 95066-0860 

Tel. 14081438-5940, Fax. 1408)438-5892 


FIS ON* 

T«^ Instruments 


KEVEX X-RAY 


For more information about the technologies described 
in this article, contact Tom Coull, President, Sense8 
Corporation, 1001 Bridgeway, #477, Sausalito, CA 94965, 
Tel: 415-331-6318. 
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New Mathcad 4.0 
is ergonomically designed to 
relieve pressure on the most 
important part of your body. 




For everyone with better 
tilings to do with their brains 
than punch calculators, scrib- 
ble on scratch pads, build 
spreadsheets and transcribe 
equations, we present 
Mathcad® 4.0. It’s the best 
w'ay ever to do engineering 
and scientific calculations, be- 
cause it’s smarter than ever 
about the way you work. 

As always, Mathcad lets 
you enter equations any- 
where on the worksheet. 

Graph results in 2-D and 3-D. 
Change variables and instant- 
ly update answers. And print 
presentation quality docu- 
ments with text, graphics and 
equations in real math nota- 
tion. But now there’s even more. 

Like new Windows features 
that make Mathcad easier to 
use. Including the tool bar with 
mouse-click execution of file, 
edit, math and text controls. And 
fiill Windows DDE and OLE 
support that integrates Mathcad 
with your Windows spreadsheet. 


All new- SmartMath knows 
when an equation is best solved 
numerically or symbolically, 
and hands off the work to the 
appropriate calculating engine. 
New' live symbolic calculations 
automatically update just like 
numerical ones. And new sym- 
bolic optimization automatically 


simplifies equations tor 
taster, more concise results. 

In addition to more than 
200 built-in numeric and 
symbolic functions, you’ll 
find enhancements like trail- 
ing zeros, extra unit and 
Nth derivative operators. As 
well as extended graphing 
capabilities with Polar and 
Contour plots. 

Best of all, new Mathcad 
4.0 runs twice as fast as before. 

So why suffer through 
another day of calculators, 
scratch pads and spread- 
sheets? Get a load off your 
mind with Mathcad 4.0. 

Call now' for a free working 
model, to upgrade, or for 
information on 
optional Mathcad 
Applications Packs 
and Electronic 
Handbooks* 


Call: 617-577-1017 
Fax: 617-577-8829 


1-800-MATHCAD 



New Mathcad 4.0 has more features , more 
functions, and better usability than ever. 


FREE Mathcad 4.0 Working Model. 

The Mathcad Working Model includes a concise demonstra- 
tion and a fiilly functioning version of the product. It’s the best 
way to introduce yourself to the power and ease of Mathcad. 



Working 

Model 


SPECIFY: 

□ PC Windows* □ PC DOS 

□ UNIX* □ Macintosh* 

□ 3K" □ 5^* Diskette 


Name 

Title 


Company 

Address 

City 

State 

Zip 

Country 

Phone 



MathSoft, Inc. 201 Broadway, Cambridge, MA 02139 USA • Phone: 1-800-628-4223 • 617-577-1017- Fax: 617-577-8829 
MathSoft Europe, P.O. Box 58, Livingston, UK EH54 7AE ■ Phone: +44.506.460373 • Fax: +44.506.460374 

© 1993 MathSoft, Inc. TM and ® signitv manufacturer’* trademark or registered trademark respectively, electronic Handbooks require Mathcad 3.1 or higher. NTS 22 
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New Product Ideas 


New Product Ideas are just a few 
of the many innovations de- 
scribed in this issue of NASA 
Tech Briefs and having pro- 
mising commercial applications. 
Each is discussed further on the 
referenced page in the appropri- 


ate section in this issue. If you 
are interested in developing a 
product from these or other 
NASA innovations, you can 
receive further technical informa- 
tion by requesting the TSP 
referenced at the end of the full- 


length article or by writing the 
Technology Utilization Office of 
the sponsoring NASA center (see 
page 24). NASA's patent- 
licensing program to encourage 
commercial development is 
described on page 24. 


Microwave Pretreatment 
for Hydrolysis of Cellulose 

Microwave pretreatment enhances the 
enzymatic hydrolysis of cellulosic wastes 
(e.g., paper, cornstalks, bagasse) into 


soluble saccharides that can be used as 
feedstocks for foods, fuels, and other 
products. The process can be a viable 
alternative to composting. 

(See page 54.) 


Portable Lifting Seat 

A portable lifting machine assists a 
user in rising from a seated position to 
a standing position, or in sitting down. 
It is small and light enough to be easily 
carried like a briefcase. 

(See page 75.) 


Remember how much easier this made computational math? 



You'll feel the same after using HiQ. 

When the microprocessor first came on the scene, command line 
programming was a necessity, especially if you wanted to do high 
powered real world math. But things have changed. 

Stop struggling. HiQ automates your analytical math solutions by 
providing a template based programming language coupled to one 
of the most powerful function libraries available. Your ideas are 
logically assembled to accurately solve even the hairiest applied 
math problems, like non-linear stiff differential equations. 

HiQ 's environment gives you everything you need to create a live 
document complete with data, graphs, and annotations. As data 
changes, everything changes because it's all dynamically connected. 

Call us for more information about HiQ because it's time your 
software starts working as hard as your hardware to simplify 
your computational math. 

HiQ. Real World Math. 1-800-488-8662 

BiMillENNiUM CORpORAfiON 
16795 LarIc Avenue, Suiic 200# Los Catos, CAlifoRNiA 95050 
408-554-751 I • Fax 408-554-4588 • Internet iwfo® biMillcNNiuM com 

01993. Bimiltennwm Corporator HiQ is a raftered trademark of Bimiltenmum Corporator Ail rights reserved 


Electronic Edge Finder 

A new edge finder would help in meas- 
uring the dimensions of machined parts 
to within 0.0001 in. (2.5 pm). Such ac- 
curacy is not attainable with ordinary 
touch-type indicators. 

(See page 76.) 

System Applies Polymer 
Powder to Filament Tow 

This powder-coating system applies 
dry polymer powder to a continuous fi- 
ber tow. The unique filament-spreading 
technique, combined with precise con- 
trol of tension on the fibers, ensures uni- 
form application of polymer powder to 
the web of spread filaments. 

(See page 77.) 

Recessed-Contact 

Cleaner 

A tool cleans receptacles for electron- 
ic-circuit-card connectors. It is shaped 
somewhat like a circuit card and holds 
a lint-free cloth around one of its edges. 
(See page 79.) 

Kinetic Tetrazolium 
Microtiter Assay 

A new assay continuously measures 
metabolism and thereby makes it pos- 
sible to determine the rate of action of an 
antimicrobial agent in real time. Quick 
assays are extremely important in treat- 
ment of water, treatment of waste, and 
disinfection of hospital rooms, and in the 
pharmaceutical, agricultural, and food- 
processing industries. 

(See page 86.) 

High-Performance Water- 
lodinating Cartridge 

This cartridge iodinates water to near 
saturation in a single pass. The cartridge 
can be reused several times before a 
refill with fresh iodine crystals. 

(See page 86.) 
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If you’re reinventing the wheel, 
reinvent it with the right mechanic. 


Let’s face it, you’ve 
only got a few vendors to 
choose from. And even 
fewer, if you're concerned 
with total quality. Nobody 
understands this better 
up to 6ow/in 3 in a 3.5 oz hermetic than Raytheon 's Quincy 
hybrid package (i .5"x2.74"x0.4"). Operations. Our electronic 

systems and components are synonymous with 
total quality. So, if you’re inventing new ways to 
stay competitive, you couldn’t ask for a better 
partner than us. 

Consider our high-density power supplies. At 
up to 60 watts per cubic inch and over 86% effi- 
ciency, these DC to DC convertors give you the 
flexibility of distributed power architecture. Our 
products include 28Vdc and 270Vdc input 
models with 50W to 1 00W power configurations 
and very low ripple noise. And modified standard 
products can be designed for telecommunica- 


tions, space and shipboard applications. 

What does all this capability mean? It means 
we’re the perfect choice for your new applica- 
tions. All Quincy high-density power supplies are 
hermetically sealed in a hybrid package and are 
NAVMAT derated. In addition, because our high- 
density power supplies are all produced in our 
automated facility, they perform even beyond 
your expectations. 

So if you’re positioning your product for the 
future, Raytheon’s Quincy Operations can help 
you get there. Without us, you may just end up 
spinning your wheels. 

Call or write for technical support and applica- 
tions assistance: Raytheon Company, Quincy 
Operations, 465 Centre St., Quincy, MA 02169 
(61 7) 984-8508, FAX (61 7) 984-41 96. 

Raytheon 

WE THRIVE ON CHALLENGES 
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McDonnell Douglas did. 


The faint outline of a new space station drifting across the night sky. Finding it took a remarkable group 
of engineers. And an equally remarkable computer. The Apple” Macintosh? Why did they choose Macintosh? ^ Maybe they 
wanted computers with the power to work quickly, efficiently and, above all, intuitively. Perhaps it was because our systems run critical 
engineering applications, like Alias Sketch!, Microstation and Presenter Pro. Jl Or because ours are die only computers able to read from 


For Ibr name of your ntamt auibortxi Afipit reseUer, call 000330 96%. ext 200. 'Just add Maarttasb PC Exchange’ software 01993 Apple Comfwler, tnc AO ngtti nummt Appl*. tbv Affile logo. Macintosh atui Tbe power b b» \vur bat " m regiftered tradmark uiui MuaiUasb PC Exbunne ts u tnulenuirk off 




and write to Macintosh, DOS, OS/2 and Windows floppy disks, offering compatibility with most existing systems.* ^ It could have been 
our built-in networking and file sharing, which let everyone tap into the same information, turning the idea of concurrent engineering 
into a reality. Or maybe, just maybe, McDonnell Douglas chose Macintosh for the same reasons everyone else does. 

For the power to explore new ideas. The power to chase dreams. The power to be your best! 


Macintosh for Engineers. 



pukr, Me AhasSiekb'B a trademark^ Abas Rtxt»tbMcorp<mlid McraOutKm v a troderruni <f Mlerympb Corpo^^ <&2ua 
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YOU CAN BENEFIT 
FROM NASA's 
TECHNOLOGY 
UTILIZATION 
SERVICES 


If you're a regular reader of TECH BRIEFS, then you're already making use of 
one of the low-and no-cost services provided by NASA's Technology Transfer 
Program But a TECH BRIEFS subscription represents only a fraction of the 
technical information and applications engineering services offered by this Pro- 
gram . In fact, when all of the components of NASA's T echnology T ransfer Network 
are considered TECH BRIEFS represents the proverbial tip of the iceberg 
We've outlined below NASA's Technology Transfer Network — named the 
participants, described their services, and listed the individuals you can contact 
for more information relating to your specific needs We encourage you to make 
use of the information, access, and applications services offered 


How You Can Access Technology Transfer Services At NASA Field Centers: 

Technology Utilization Officers & Patent Counsels — Each NASA Field Center has a Technology Utilization 
Officer (TUO) and a Patent Counsel to facilitate technology transfer between NASA and the private sector. 


I f you need further information about new technologies presented in NASA Tech Briefs, request the Technical Support Package (TSP). If a TSP is not 
available, you can contact the Technology Utilization Officer at the NASA Field Center that sponsored the research. He can arrange for assistance in 
applying the technology by putting you in touch with the people who developed it. If you want information about the patent status of a technology or are 
interested in licensing a NASA invention, contact the Patent Counsel at the NASA Field Center that sponsored the research. Refer to the NASA reference 
number at the end of the Tech Brief. 


Ames Research Ctr. 

Technology Utilization 
Officer Geoffrey S Lee 
Mail Code 223-3 
Moffett Field. CA 94035 
(415) 604-4044 
Patent Counsel: 

Darrell G. Brekke 
Mail Code 200-11 
Moffett Field. CA 94035 
(415)604-5104 

Lewis Research Center 

Technology Utilization 
Officer: Anthony F. 
Ratajczak 
Mail Stop 7-3 
21000 Brookpark Road 
Cleveland. OH 44135 
(216) 433-5568 
Patent Counsel: 

Gene E. Shook 
Mail Code LE-LAW 
21000 Brookpark Road 
Cleveland. OH 44135 
(216) 433-5753 


John C. Stennis 
Space Center 

Acting Technology 
Utilization Officer 
Richard A. Galle 
Code HA-30 
Stennis Space Center. 
MS 39529 
(601) 688-1929 

John F. Kennedy 
Space Center 

Technology Utilization 
Officer: James A. 
Aliberti 

Mail Stop DE-PAT 
Kennedy Space 
Center. FL 32899 
(407) 867-3017 
Patent Counsel: 

Bill Sheehan 
Mail Code DE-PAT 
Kennedy Space 
Center. FL 32899 
(407) 867-2544 


Langley Research Ctr. 

Technology Utilization 
Officer: Joseph J. 

Mathis. Jr. 

Head. TU & AO Office 
Mail Stop 200 
Hampton. VA 23681 -0001 
(804) 864-2484 
Patent Counsel: 

Dr George F. Helfrich 
Mail Stop 143 
Hampton. V A 23681-0001 
(804) 864-3221 

Goddard Space Flight 
Center 

Technology Utilization 
Officer: Dr. George Alcorn 
Mail Code 702 
Greenbelt, MD 20771 
(301)286-5810 
Patent Counsel: 

R. Dennis Marchant 
Mail Code 204 
Greenbelt. MD 20771 
(301) 286-7351 


Jet Propulsion Lab. 

NASA Resident Office 
Technology Utilization 
Officer: Arif Husain 
Mail Stop 180-801 D 
4800 Oak Grove Drive 
Pasadena. CA 91109 
(818) 354-4862 
Patent Counsel: 
Thomas H. Jones 
Mail Code 1 80-801 G 
4800 Oak Grove Drive 
Pasadena, CA91109 
(818) 354-5179 

Technology Utilization 
Mgr. for JPL: 

Wayne Schober 
Mail Stop 122-116 
4800 Oak Grove Drive 
Pasadena. CA91109 
(818) 354-2240 


George C. Marshall 
Space Flight Center 

Technology Utilization 
Officer: Ismail Akbay 
Code AT01 
Marshall Space Flight 
Center. 

AL 35812 
(205) 544-2223 
Patent Counsel: 
Robert L. Broad. Jr. 
Mail Code CC01 
Marshall Space Flight 
Center. 

AL 35812 
(205) 544-0021 

Lyndon B. Johnson 
Space Center 

Technology Utilization 
Officer. Richard B 
Ramsell 
Mail Code IC-4 
Building 4 South 


Houston. TX 77058 
(713) 483-3809 
Patent Counsel: 
Edward K. Fein 
Mail Code AL3 
Houston, TX 77058 
(713) 483-4871 

NASA Headquarters 

Technology Utilization 
Officer Leonard A. Ault 
Code CU 

Washington, DC 20546 
(202) 358-0721 
Associate General 
Counsel for Intellectual 
Property: Jack Mannix 
Code GP 

Washington. DC 20546 
(202) 453-2424 


How You Can Utilize NASA’s Regional Technology T ransfer Centers (RTTCs) — A nationwide network offering 
a broad range of technology transfer and commercialization services. 

Y ou can contact NASA's network of RTTCs for assistance in solving a specific technical problem or locating technology or markets that match your 
interests. The RTTCs are experienced in working with industry to define technology needs and acquire and commercialize applicable technology. 
User fees are charged for most services. For more information, call 1 -800-472-6785 and you will be connected to the RTTC in your geographical 
region (or you may call or write directly to the RTTC in your region). 


REGIONAL TECHNOLOGY TRANSFER CENTERS (RTTCs) 
RTTC Directors 


NORTHEAST 

Dr. William Gasko 
Center tor Technology 
Commercialization 
Massachusetts Technology Park 
1 00 North Drive 
Westborough. MA 01581 
(508) 870-0042 

MID-ATLANTIC 

Ms. Lani S. Hummel 
University of Pittsburgh 
823 William Pitt Union 
Pittsburgh, PA 15260 
(412) 648-7000 
(800) 257-2725 (toll-free US) 


SOUTHEAST 

Mr. J. Ronald Thornton 
Southern Technology Application 
Center 

University of Florida 
College of Eng. 

Box 24 

One Progress Boulevard 
Alachua. FL 32615 
(904) 462-3913 
(800) 225-0308 (outside FL) 


MID-CONTINENT 

Mr. Gary Sera 

Texas Engineering Experiment Station 
Texas A&M University System 
237 WERC Collge Station. 

Texas 77843-3401 
409-845-8762 


MID-WEST 


FAR-WEST 

Mr Robert Stark 
Technology Transfer Center 
University of Southern California 
3716 South Hope Street. 

Suite 200 

Los Angeles. CA 90007-4344 

(213) 743-6132 

(800) 642-2872 (CA only) 

(800) 872-7477 (toll-free US) 


Dr Joseph W Ray 

Great Lakes Industrial Technology Center 
25000 Great Northern Corporate Center 
Suite 450 

Cleveland. OH 44070-5310 
(216) 734-0094 


If you are interested in information, applications, research, training, and services relating to satellite and aerial data for Earth resources, contact NASA's 
transfer point for earth observing technology: Technology Application Center, University of New Mexico, 2500 Yale Blvd. S.E., Suite 100, 
Albuquerque, NM 87131-6031; Dr. Stan Morain, Director (505) 277-3622. 

If you represent a public sector organization with a particular need, you can contact NASA's Application Team for technology matching and problem 
solving assistance. Staffed by professional engineers from a variety of disciplines, the Application T earn works with public sector organizations to identify 
and solve critical problems with existing NASA technology Technology Application Team, Research Triangle Institute, P.O. Box 12194, Research 
Triangle Park, NC 27709; Dr. Doris Rouse, Director, (919) 541-6980 


A Shortcut To Software: COSMIC For software developed With NASA 
funding, contact COSMIC. NASA's Computer Software Management and Informa- 
tion Center New and updated programs are announced in the Computer Programs 
section. COSMIC publishes an annual software catalog. For more information call 
or write COSMIC . 382 East Broad Street. Athens. GA 30602 John A Gibson. 
Director. (706) 542-3265; FAX (706) 542-4807. 


If You Have a Question.. NASA Center For AeroSpace Infor- 
mation can answer questions about NASA's Technology Transfer Network and its 
services and documents. The CASI staff supplies documents and provides referrals. 
Call, write or use the feedback card in this issue to contact: NASA Center For 
AeroSpace Information, Technology Transfer Office. 800 Elkridge Rd, Linthnicum 
Heights. MD 21090-2934. Walter M. Heiland, Manager. (410) 859-5300. Ext. 245. 
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Whether you’re making scientific measurements to 
24-bit accuracy, performing FFTs in real time, or looking 
for a robust yet low cost solution. Data Translation has the 
right data acquisition solution for you. With more than 
300 products, you can easily find exacdy what you need. 

Using our Windows-compatible software, you’ll get 
your project up and running faster dian ever. For immedi- 
ate application gratification, choose one of our icon or 
menu-driven packages and you’ll be acquiring data 
within minutes. Develop your applications using one of 
our DT-Open Layers'" compliant software tools, and rest 
assured that your code will run any supported board with 
little or no reprogramming. 


SOFTWARE 

HARDWARE 

• Windows ond DOS 

• 8-24 bits 

applications 

• Up to 1 MHz throughput 

• Extensive C and Visual Basic 

• Up to 224 inputs 

software tools for 

• Optional anti-aliasing filters 

programmers 

• Simultaneous sampling 


• Onboard DSP 


Whatever your needs, call Data Translation first. 
We have it all: the right hardware, easy-to-use software, 
and exceptional pre- and post-sales customer support. 


And that’s quite a handful. 

FOR MORE INFORMATION, CALL 1-800-525-8528, EXT. 363 

DATA TRANSLATION* 


UK Headquarters: (0734) 793838. Germany Headquarters: (07142) 95 314). France Headquarters: 50.45.95.83. Italy Headquarters: (39) 30242-5696. Sales Offices: Australia 2699-8300; Austria: (222) 36-7660; 
Belgium (02) 466.81.99; Brazil 11564-6024: Canada (416) 625-1907 or (800) 268-0427; Denmark (45) 42274511; Finland (358) 0351-1800; Greece (30) 1361-4300: Hong Kong (852) 51541018; India (91) 2223-1040; 
Israel (972) 9545685; Japan (81) 335025550 or (81) .335379-1971; Korea (82) 2718-9521; Malaysia (60) 3248-6786; Mexico (52) 55756091. (52) 55756098; Netherlands (31) 703996360; New Zealand (64) 94156362; 
Norway (47) 22434150; Poland 4822 .580701. Portugal (351) 17934834. (351) 17934934; Singapore (65) 3364767; South Africa (27) 12803-768093; Spain (34) 15556112; Sweden (46) 87654)208; Switzerland (41) 13866686; 
Taiwan (88) 62303-9836; Turkey (90-1) 2886213 (90-1) 2886215 
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Special Focus: 

Data Acquisition and Analysis 


Biological Information Signal Processor 


A new class of DNA-sequence-alignment coprocessors is being developed. 
NASA's Jet Propulsion Laboratory, Pasadena, California 



A DNA-Sequence-Analyzing Coprocessor could be incorporated into each node of a 
hypercube computer. 


The Biological Information Signal Proc- 
essor (BISP), which is in the early stages 
of development, is a computing system 
that will analyze data on deoxyribonu- 
cleic acid (DNA) sequences for molec- 
ular genetic analyses. Many of these 
data are being generated in the effort 
to list and map the DNA sequences of 
the human genome. As the number of 
these data grows at exponentially in- 
creasing rates, the analyses consume 
increasing amounts of time on present 
computing systems. 

The BISP will include coprocessors — 
specialized microprocessors that will 
complement present and future com- 
puters by performing rapidly the most- 
time-consuming DNA-sequence-analyz- 
ing functions, establishing relationships 
(alignments) between both global se- 
quences and defining patterns in multiple 
sequences. The BISP will also include 
state-of-the-art software and data-base 
systems on both conventional and par- 
allel computer systems to augment the 
analytical abilities of the developmental 
coprocessors. 

The development of an alignment co- 
processor will be an incremental, evo- 
lutionary process, probably entailing a 
series of hybrid coprocessors incorpo- 
rating more and more of the needed 
functionalities in custom-made integrat- 
ed-circuit chips. Because of the formi- 
dable difficulties in achieving full func- 
tionality initially on a single chip, at least 
the initial coprocessors will be hybrid 
systems on printed-circuit (PC) boards. 
The PC assembly will include an array of 
systolic pattern-matching chips tightly 
coupled with a dedicated microproces- 
sor. This microprocessor will run a stripped- 
down, run-time kernel and will regulate 
the flow of data to and from the systolic 
array and the central processing unit of 
the host computer (host CPU). Disk in- 
put/output will be direct to the systolic 
array, also controlled by the microproc- 
essor. This will allow the maximum data 
stream to pass through the array. Infor- 
mation on alignment and on scoring (nu- 
merical indications of the degree of par- 
tial alignment of sequences) from the 
array will be analyzed by machine-level 
procedures in the microprocessor, which 
will be responsible for communicating re- 
sults to the host CPU or directly to out- 


put or memory devices The PC board 
will communicate with the host through 
standard interface systems. 

The two most probable “bottlenecks” 
will be the disk input/output speed and 
the performance of the microprocessor. 
The question of local memory or cache 
must also be considered. With appro- 
priate filters, most sequence compar- 
isons will be recognized as insignificant 
before alignment information is passed 
to the processor chip. This may mean that 
the results that stream to the processor 
will have bursts rather than a steady 
flow. Caching between the systolic ar- 
ray and the processor may avoid most de- 
lays when the flow of results exceeds 
the throughput rate of the microproc- 
essor. Likewise, caching of alignment re- 
sults could eliminate most input/output 
bottlenecks. Recent commercial avail- 
ability of megabit memory chips affords 
the possibility of substantial buffering 
capabilities. 

The alignment algorithm(s) of the earli- 
est BISP systems must be more direct- 
ly aimed at identifying regions of local 


similarities. The system must be able to 
return a biologically realistic similarity 
score, and, hence, a more flexible and 
complex scheme for weighting gaps 
must be implemented. This means that 
scoring parameters must be program- 
mable, rather than hard-wired into the 
chips. This will take some level of proc- 
essing at the chip level and will probably 
require local random-access memory. 
Information about the actual alignment 
of the two sequences must be returned 
by the process. The chips will not do the 
alignments. This will be a function of the 
dedicated processor, using path-scor- 
ing information from the chips. 

A significant feature for biologists will 
be the addition of models, defined by 
users, of conservative relationships be- 
tween residues, bases, codons, and the 
like. These models require the definition 
of similarity tables. Only one copy of such 
a table is needed in software. 

As the data bases grow larger, it will 
eventually become necessary to consi- 
der computing architectures that provide 
for economical concurrency of multiple 
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FINALLY! 

A BATTERY POWERED 
8-CHANNEL 

FIELD AND LAB RECORDER 


■ Only 28 Lbs Including Internal Battery ■ Internal Battery, AC, and 12 VDC Operation 


■ Full 8-1/2 Inch Wide Chart 


■ Chart Speeds to 200 mm/sec 



Data Capture and Playback 
32 kSamples per Channel 

Eight Separate and Over- 
lapping Channels 


The new Dash 8 Field and Lab/Recorder 
is the world’s first and only truly portable 
eight channel recorder. Powered by an 
internal battery (or extern^120/220 VAC), 
the Dash 8 is at home anywhere. 

The DastHkecords eight channels of 
data from DC to 25 kHz real time as well as 


eight event channels along with eight 
channels of alphanumeric data. 

Traces are clear and sharp under all conditions. 
There are no pens, no liquids, and no moving 
parts to break and wear out thanks to 
Astro-Med’s New Technology thermal 
recording technique. 




Other portable tield recorders trom Astro-Med 


Dash IV 4 channel held 
and lab recorder features 
real time frequency 
response from OC to 25 
kHz lull scale Family of 
plug-m 'personality 
modules permits 
recording of tern 
peralure. strain current, 
voltage, and more 


Dash II is world's 
toughest, most powerful 
2-channel portable field 
recorder Records separate 
and overlapping channels 
and prints time. date, and 
speed automatically Full 
range of signal condi- 
tioners adapt it to any 
application 


Phone, write or Fax for details! 

ET~L 

Astro-Med, Inc. 

Astro-Med Industrial Park 
West Warwick, Rhode Island 02893 
(401) 828-4000 • Toll Free 800-343-4039 
Telex 710-382-6409 • Fax (401) 822-2430 
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processors. For example, each node of 
a hypercube computer could incorpo- 
rate an alignment-coprocessor system 
(see figure). Each node would have ex- 
tensive local memory and direct control 
of a dedicated disk. Each node would 
be responsible for only a portion of the 
search of the data bases, increasing 
throughpout by a factor equal to the 
number of nodes. Multiple processor 
boards, each with its own disk drive, 


could also be run on one workstation- 
class system. 

This work was done by Edward T. 
Chow, John C. Peterson, and Michael 
M. Yoo of Caltech for NASA's Jet Pro- 
pulsion Laboratory. For further infor- 
mation, Circle 75 on the TSP Request 
Card. 

In accordance with Public Law 96- 
5 17, the contractor has elected to re- 
tain title to this invention. Inquiries con- 


cerning rights for its commercial use 
should be addressed to 

William T. Callaghan, Manager 
Technology Commercialization 
Jet Propulsion Laboratory 
(M/S 301-350) 

4800 Oak Grove Drive 
Pasadena, CA 91109 
Refer to NPO-18044, volume and num- 
ber of this NASA Tech Briefs issue, and 
the page number. 


■> 

Programmable Multiple-Ramped-Voltage Power Supply 

Ramp waveforms can range up to 2,000 V. 

NASA’s Jet Propulsion Laboratory, Pasadena, California 


Filament 



Note: 1. ’RPA’ means “retarding-potential analyzer." 
2. "FCA" means "Faraday-Cup Offset Ajust* 


Lens and Filament Voltages float on a programmable ramp voltage. Other voltages 
provided by the system include low and high voltages for the Faraday cup. A personal 
computer controls the voltages and the acquisition of data. 


A laboratory high-voltage power-sup- 
ply system puts out a variety of stable 
voltages that can be programmed to re- 
main fixed with respect to ground or to 
float with respect to a ramp waveform. 
The system also measures the voltages 
it produces with high resolution; auto- 
matically calibrates, zeroes, and config- 
ures itself; and produces a variety of in- 
put/output signals for use with other 
instruments. 

The system was developed for use with 
an ultraviolet spectrometer. The concept 
of the system is applicable, however, to 
the control of electron guns in general 
and to the operation of such diverse 
equipment as that used in measuring 
scattering cross sections of subatomic 
particles and in industrial electron-beam 
welders. 

The heart of the system is a high-volt- 
age ramp generator, which produces a 
rapidly rising voltage, controlled either 
automatically by data-acquisition-and- 
control logic or manually (see figure). Dur- 
ing operation under automatic control, 
the ramp waveform is synchronized with 
the channel-advance signal of a multi- 
channel scaler. The offset, range, and 
gain of the ramp waveform can be pro- 
grammed independently of each other: 
this is very convenient in experimental 
physics. For example, the maximum 
ramp voltage can be set at 50, 400, or 
2,000 V, depending on the needs of the 
experiment. The ramp voltage and cur- 
rent are displayed on panel meters. 

The ramp generator also produces 
voltages and programming for a retard- 
ing-potential analyzer. This circuit, in turn, 
produces stable, programmable poten- 
tials of 300 V and less for use in a Far- 
aday-cup circuit. 

The system includes a high-voltage- 
lens-control unit that contains four +300- 
V programmable voltage supplies and 
a programmable constant-current fila- 


ment power supply (6 V at 5 A) for an 
electron gun. All these supplies float on 
the ramp voltage, which can range up 
to 2,000 V. 

A high-voltage measurement unit is 
essential for configuring the system for 
experiments and acquiring data from 
them. It includes a series of isolated 
switches that are used to measure any 
ground-referenced or floating voltage 
produced by the system. 

The interface between the ramp gen- 
erator and the multichannel scaler is a 
programmable current-to-frequency con- 
verter. This unit issues the channel-ad- 
vance pulses to both the ramp genera- 
tor and the multichannel scaler once it 
has measured a specified Faraday-cup 


current. It is programmed by high-level 
software from a remote personal com- 
puter, which displays diagnostic, config- 
uration, and user information. The current- 
to-frequency converter provides autocal- 
ibration, autoconfiguration, and autozero 
functions and generates the input/out- 
put interface signals for external instru- 
ments. 

The system is housed in four units. It 
is partitioned into modular circuit boards 
to facilitate maintenance, repair, and 
modification. 

This work was done by Joseph M. 
Ajello and S. K. Howell of Caltech for 

NASA's Jet Propulsion Laboratory 

For further information, Circle 68 on the 
TSP Request Card. NPO- 18669 
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All the data, totally, 

Only Nicolet has the complete answer for acquiring, 

COMPREHENSIVELY, ENTIRELY, 

manipulating, interpreting and reporting data with Pro System 

PERFECTLY, WHOLLY, 100%, 

Digital Oscilloscopes. These high precision instruments - up to 

ALL-EMBRACING, FULLY, 

14 bits - provide real data that’s not cosmetically enhanced. And 

ALL-INCLUSIVE, UTTERLY, 

built-in programming and software to give you complete 

THOROUGHLY, ABSOLUTELY, 

solutions accurately and quickly. They also feature up to 1M 

FROM FIRST TO LAST, 

memory per channel, reliable real-world triggering, differential 

LOCK STOCK AND BARREL. 

amplifiers and 0.25% guaranteed accuracy. Is our story complete? 

The complete answer. 

Almost. Just call Nicolet for the rest of the facts. 1-800-356-8088. 

Nicolet 

INSTRUMENTS OF DISCOVERY 



Nicolet Measurement Instruments 

Madison. Wisconsin. USA 5371 1-4495, 608/271-3333. FAX 608/273-5061 
In Canada call: 800/387-3.385 

For More Information Circle No. 523 


Improved Real-Time Monitoring Using Multiple Expert Systems 


Functions include real-time monitoring and analysis. 


NASA 's Jet Propulsion Laboratory, Pasadena, California 



Current MARVEL Architecture 



Future Distributed MARVEL Architecture 


The MARVEL System Architectures combine data-management and subsystem processes. 
The future distributed version will provide system-level analysis of data to identify anomalies. 


The Monitor/Analyzer of Real-Time Voy- 
ager Engineering Link (MARVEL) computer 
program implements a combination of tech- 
niques of both conventional automation 
and artificial intelligence to improve the 
monitoring of a complicated engineering 
system. MARVEL is designed to support 
ground-based operations of the Voyager 
spacecraft but could also be adapted to 
other systems. MARVEL enables more-ac- 
curate monitoring and analysis of telem- 
etry, enhances the productivity of moni- 
toring personnel, reduces the required 
number of such personnel by performing 
routine monitoring tasks, and helps ensure 
consistency in the face of turnover of 
personnel. 

The figure illustrates aspects of the func- 
tions of current and anticipated near-future 
versions of the MARVEL system architec- 
ture. MARVEL provides simultaneous real- 
time monitoring of data from multiple sub- 
systems aboard the spacecraft, real-time 
analysis of anomalous conditions, and both 
real-time and non-real-time user-interface 
functions. MARVEL implements a data- 
management process and, at present, 
three subsystem processes. Each subsys- 
tem process has its own real-time monitor, 
productivity-enhancement functions, input/ 
output capabilities, and knowledge-based 
analysis process. 

The data-management process routes 
data to the appropriate subsystem monitor, 
which displays data, and through which the 
data can be obtained, manipulated, and 
stored in archival files. Anomalous data are 
sent to an appropriate reasoning module 
for diagnostics and corrective recommen- 
dations. Additional subsystem monitors 
from the same or other missions can be 
added. 

The MARVEL system currently resides 
on a Sun-4 workstation and consists of ap- 
proximately 20,000 lines of code, not includ- 
ing object code from commercial software 
packages. It differs from other programs 
of this type in two distinct ways. First, it is 
programmed in the C language and includes 
a commercial expert-system software shell 
that is also written in C. This enables bet- 
ter real-time performance than do LISP- 
based application programs. Secondly, the 
reasoning is distributed rather than cen- 
tralized, for independent analysis of spatial- 
ly distributed anomalies. Both of these fea- 
tures are considered crucial for real-time 
monitoring of complex systems. However, 
the architecture can be improved with re- 
gard to real-time performance for applica- 
tions with substantially higher data rates, 
distributed user interfaces, and distributed 


data bases. 

Each MARVEL subsystem monitor is de- 
signed to function independently from the 
others in the following ways. Each sub- 
system monitor features a full screen dis- 
play that has been customized to meet the 
unique monitoring requirements of that sub- 
system. Each subsystem monitor receives 
a continuous stream of telemetry data from 
the monitored subsystem; the data are al- 
located to the appropriate subsystem by 
the top-level process. Each monitor pro- 
vides mouse and menu selections pertain- 
ing to the user interface needed for that 
subsystem. Each monitor also has access 
to its own set of archival data files. 


Each subsystem monitor features pass- 
word access to all critical user-interface 
functions. It provides on-line help, it moni- 
tors incoming data by comparing them to 
predictions, and it is equipped with an em- 
bedded expert system that analyzes anom- 
alies. Each subsystem monitor writes 
alarm messages that describe anomalies 
on one common window display that pops 
up over all other window displays. A cen- 
tral window display for posting alarm mes- 
sages enables the analysts to monitor all 
three subsystems from two spacecraft while 
displaying anchor actively working with only 
one subsystem from a single spacecraft. 
This is possible because the central post- 
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Precision Frequency 
& Time Instruments 



Superior performance and reliability 
at an affordable price. That's the basic 
philosophy at Stanford Research 
Systems, a worldwide leader in signal 
recovery instrumentation for scientific 
research. 


SRS offers a full line of precision 
electronic test and measurement 
equipment targeted for both R&D 
and production applications. SRS 
products have the features you want, 
the accuracy you need, the quality 
you demand, and the low prices 
which make them truly exceptional 
values. 


Synthesized Function Generators 

• 3, 15 or 30 MHz range, all with 1 pHz resolution 

• Sine, square, ramp, triangle, and arb waveforms 

• Logarithmic / linear sweeps and modulation 

• Optional GPIB, RS-232 interfaces 

DS335 $995 

DS340 $1595 

DS345 $2195 

FFT Spectrum Analyzers 

• 476 pHz to 100 kHz frequency range 

• 90 dB dynamic range 

• PSD, octave, THD, band, sideband analysis 

• Internal source, network analysis (SR770) 

• GPIB, RS-232, printer interfaces, 3.5" DOS drive 

SR760 $4750 

SR770 $6500 


Time Interval / Frequency Counter 

• 25 ps single shot resolution 

• 1.3 GHz max. frequency, 11 digit resolution 

• Statistics, Allan variance, histogram outputs 

• GPIB, RS-232 and printer interfaces 

SR620 $4500 

Pulse / Digital Delay Generator 

• 4 delay channels, delays to 1000 seconds 

• 5 ps delay resolution with 50 ps rms jitter 

• GPIB interface, internal or external timebases 

DG535 $3500 

10 MHz Frequency Standard (loran-o 

-12 

• Cesium clock long term stability (10 ) 

• Four 10 MHz outputs, adjustable TTL output 

• Phase comparator with strip chart output 

• GPIB interface, 8’ antenna, 100' coax cable 


SRa STANFORD RESEARCH SYSTEMS 


FS700 $4950 


1290 D Reamwood Ave., Sunnyvale, CA 94089, TEL: (408) 744-9040, FAX: 4087449049 
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ing of alarm messages ensures that no 
alarms from any subsystem (or spacecraft) 
can be overlooked, regardless of what else 
is being displayed on the monitor. 

A distributed version of the MARVEL 
system that is being developed will accom- 
modate eight processes distributed among 
multiple workstations. By use of network- 
based windowing, each subsystem moni- 
tor can be allocated to its own worksta- 
tion, while maintaining access to data and 
displays from the other subsystems. This 
change is being accommodated by sep- 
arating the user-interface and display func- 
tions from the subsystem monitors into 
their own processes. The primary func- 
tional advantage of this approach is that 
changes and entries made by analysts at 
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any one workstation will affect the displays 
and data of all the workstations, enabling 
analysts at different workstations to moni- 
tor each others’ subsystems. 

In addition, the MARVEL expert systems 
will exchange information to solve system- 
level analysis problems cooperatively. 
These are problems that affect or are man- 
ifested in more than one spacecraft sub- 
system and therefore cannot be solved by 
any one subsystem monitor alone. Toward 
this end, a higher-level expert system that 
Is being developed will coordinate the ac- 
tivity of the subsystem experts. This sys- 
tem-level expert will respond to input from 
the subsystem experts in the same data- 
driven way in which the subsystem experts 
respond to the subsystem monitors: anom- 
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Electronic Filter Modules 
Dual-Channel Programmable 


High Performance 

Small Size 


Low Cost 


Anti-Alias, Signal Reconstruction, Noise Elimination for 
Laboratory Benchtop, Product Test Stations or Data Acquisition Systems 



• Continuous tuning from 0.1Hz to 
102.4 KHz (204.8 KHz optional). 

• A choice of filter types provides 
configurations to meet a wide range 
of customer needs. 

• GPIB or new RS232 interface 
permits front-panel key pad or 
computer control . 

• Up to 8 set-ups and 6 preset 
parameters per channel furnish 
maximum programming flexibility 
and convenience. 

• Small size and light weight. 
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aly information that could have system- 
level impact will be passed from the sub- 
system experts to the system-level expert. 
The system-level expert will then request 
additional information as needed from the 
other subsystem experts and subsystem 
monitors. Without distributing this com- 
putational load across multiple worksta- 
tions, such analysis could not be achieved 
in real time without access to significantly 
faster computers. 

This work was done by Ursula M. 
Schwuttke, Robert Angelino, Alan G. Ouan, 
John Veregge, and Cynthia Childs of Cal- 
tech for NASA’s Jet Propulsion Labora- 
tory. For further information, Circle 8 on 
the TSP Request Card. 

NPO-18594 

Computing /fH 
Bandwidths of 
PCM/PSK/PM 
Signals 

Approximate closed-form 
equations are simple. 

NASA’s Jet Propulsion 
Laboratory, Pasadena, 
California 

An analysis of the spectral properties 
of a class of pulse-code-modulated, 
phase-shift-keyed (PSK) radio signals 
shows that one can obtain approxi- 
mate, simple, closed-form equations 
for the widths of the frequency bands 
occupied by such signals. These equa- 
tions can reduce the amount of compu- 
tation and time needed to determine al- 
locations of frequency and power among 
competing radio-communication sys- 
tems or to determine whether two dif- 
ferent radio-communication systems are 
compatible. 

The analysis applies to a signal of a 
type often used in telemetry: the totpl 
signal includes a residual carrier signal, 
and a binary data signal is phase-shift- 
keyed onto a sinusoidal or square-wave 
subcarrier signal that is, in turn, phase- 
modulated onto the carrier signal. The 
overall signal is given by 

S(f) = V2 A sin[co c f + md(t)P(t)] 

where f is time, A is the rms voltage, © c 
is the angular carrier frequency, m is the 
modulation index, d(t) is a non-retum- 
to-zero, binary-valued data sequence, 
and P(t) is the subcarrier waveform. 

The approximate closed-form equa- 
tion that is sought in this analysis is one 
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that expresses the width (BW) of the fre- 
quency band occupied by a given frac- 
tion of the signal power as a function of 
the ratio (n), between the subcarrier fre- 
quency and the bit rate (R s ) of the data 
signal, with the modulation index (m) as 
a parameter. The information sought is 
contained implicitly in the applicable in- 
finite-series expression for the normal- 
ized power spectral density of the sig- 
nal in the sine-wave-subcarrier or square- 
wave-subcarrier case (see Figure 1). The 
integral of this expression over a given 
bandwidth for a given n and m is the 
fraction of total signal power contained 
within that bandwidth, and this integral 
can be computed iteratively to obtain 
that bandwidth (called the “occupied 
bandwidth”) that contains 99 percent 
or another specified fraction of the total 
power. 

The foregoing computations can be 
repeated for other values of n and m. 
The results can be displayed conven- 
iently as a plot of normalized occupied 
bandwidth ( BW/R S versus n, with m as 
a parameter. As shown in Figure 2, 
each such plot turns out to be nearly 
linear. Thus, by use of a simple curve- 
fitting technique, one can extract the de- 
sired approximate equation, which is of 
the form 

BW/R S = an+b 



Figure 1 . The Power Spectral Densities of phase-shift-keyed signals like those described 
in the text can be computed exactly. 



Tough Environments. Tougher Recorders. 

The DV 6000 Series helical scan recorders are built from the ground up to operate in the harshest 
environments. That means using MIL-Spec ICs, vibration-isolated tape transports, built-in temperature 
compensation, EMI/RFI shielding, and even special composition circuit boards. 

What all this gives you is a choice of rugged airborne or ground-based recorders that provide 
error-free operation, from 2.5 Mbps to 240 Mbps, with selectable playback rates, built-in test, and 
compatibility with MIL-Std 2179B and ANSI ID-1. 

The DV 6000 Series digital recorders. High-speed, error-free performance. On the ground, in the air, in 
any environment. For further information, please contact: Loral Data Systems, Data Recorders Division, 
P.O. Box 3041, Sarasota, Florida 34230; or call (813) 378-6747. 
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where a and b depend on m and on 
whether the subcarrier waveform is 
square or sinusoidal. Computations with 
typical numerical values show that at 
low modulation indices, the occupied 
bandwidths of signals with square-wave 
subcarriers are 10 to 15 times those of 
the corresponding signals with sine- 
wave subscarriers. 

This work was done by Tien M. Nguyen 
of Caltech for NASA’s Jet Propulsion 
Laboratory. For further information, Cir- 
cle 52 on the TSP Request Card. 
NPO-18576 


Figure 2. Straight-Line Approximations 
can be fitted to these data, which are 
computed from the equations for the 
power spectral densities. 


Interactive Image- 
Analysis Program 

BLOBTOOL prepares image 
data for further analysis. 

Digital images are frequently analyzed 
to obtain various quantitative measurements 
of objects or structures present in the im- 
ages. The BLOBTOOL computer program 
can be used to prepare an image for anal- 
ysis and to generate such measurements. 
Also included are basic input/output cap- 
abilities, an option to display built-in color 
tables, and access to on-line help. 

The generation of geometric properties 
of digital images requires segmentation of 
the image through the application of a 
thresholding technique. This separates the 
image into two classes — foreground and 
background. BLOBTOOL provides this cap- 


ability by enabling the user either to speci- 
fy a threshold value or allow automatic se- 
lection of a threshold value. The user can 
choose a method of automatic selection 
best suited to the digital image from 
among different thresholding methods 
(Otsu’s, entropy analysis, moment preser- 
vation, or minimum error). 

After the image has been segmented, 
an object-detection algorithm can be used 
to determine the existence of any objects 
in the image. This application program 
does not recognize objects as specific 
identifiable items but rather as anomalies 
on the background. Once objects have 
been detected, the geometric properties 
(e.g., area and perimeter) can be generated 
and saved to a permanent disk file or sent 
on to a line printer. 

BLOBTOOL is written in C Language for 


Sun-series computers that have color-dis- 
play capabilities and that run Sunview or 
OpenWindows under SunOS. No binaries 
are included with this distribution. This pro- 
gram requires 213K of random-access 
memory for execution. The standard dis- 
tribution medium is a 0.25-in. (6.35-mm) 
streaming-magnetic-tape cartridge in 
UNIX tar format. BLOBTOOL was devel- 
oped in 1991. 

Sun, Sunview, OpenWindows, and 
SunOS are trademarks of Sun Microsys- 
tems, Inc. UNIX is a registered trademark 
of AT&T Bell Laboratories. 

This program was written by Desiree M. 
Leonard of Computer Sciences Corp. and 
Mary-Anne K. Posenau of Langley Re- 
search Center For further information, 
Circle 98 on the TSP Request Card. 
LAR-14767 
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^Probabilistic Scale-Space 
•Filtering Program 

PSF helps to construct 
sparse representations 
of complicated signals. 

Scale-space filtering is used to con- 
struct sparse, qualitative representa- 
tions of signals that produce complex 
curves. The Probabilistic Scale-Space 
Filtering (PSF) computer program im- 
plements the scale-space technique to 
describe input signals as collections of 
nested hills and valleys organized in a 
treelike structure. In many applications 
(e.g., differential thermal analysis), such 
signals are the results of collections of 
physical processes that may potentially 
overlap. 

PSF attempts to analyze the input sig- 
nals to isolate and describe the effects 
of each individual physical process on 
the signals. Each physical process is as- 
sumed to produce a single hill, valley, 
or trend in a signal. These are consid- 
ered to be features of the signal. Be- 
cause a signal is sometimes too com- 
plex to determine with certainty whether 
some of its features are real or artificial, 
PSF calculates probabilities, with the ex- 
tracted features corresponding to phy- 
sical processes. 

Because the probabilities associat- 
ed with the features are derived from 
domain-specific statistics, it is most like- 
ly necessary to modify about 50 state- 
ments in the program that describe 
these statistics to make the statistics cor- 
respond to those of the user's partic- 
ular domain. PSF also provides a stand- 
ard scale-space filtering algorithm for 
use when the desired features can be 
identified with certainty or when it is not 
practical to get the domain-specific 
statistics. 

The PSF algorithm is based on 
Witkin’s scale-space filtering theory. 
The PSF program detects variations in 
a signal by finding the points of inflec- 
tion in the input signal. A single physi- 
cal process (corresponding to a feature 
of the input signal) corresponds to a 
pair of inflection points. The number 
and positions of these points depend 
upon the scale of the derivative opera- 
tors used to detect them. For example, 
if a signal were smoothed with a large 
Gaussian operator, all small features 
from the signal would vanish, and only 
the larger features would still be pres- 
ent in the smoothed signal. Therefore, 
instead of assuming any single scale to 
be correct, PSF identifies points of in- 
flection in a large number of different 
scales. It then describes the curve ac- 
cording to the groups of points of in- 
flection, across all scales, caused by 
the same physical process. This unifi- 


cation of features of a signal across 
scales enables the program to sepa- 
rate a complex feature of a signal into 
its components. 

PSF provides an output table that 
gives the following information: the ab- 
scissa of the first inflection of the peak, 
the type of peak, the distance between 
the first and second inflection points, 
the abscissa of the peak, and the prob- 
ability that the feature corresponds to a 
physical process. The program also lists 
points that represent a graphical image 
of the signal and detected peaks. These 
data can be used with a standard plot- 
ting program (not included) to display 
the signal and its features graphically. 

PSF is written in C language (49 per- 
cent) and Common Lisp (51 percent) 
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for use on a Sun SPARC workstation 
running the UNIX operating system. 
PSF requires 4 Mb of random-access 
memory. The standard distribution med- 
ium for this program is a 0.25-in. (6.35- 
mm) streaming-magnetic-tape cartridge 
in UNIX tar format. It is also available on 
a 3.5-in. (8.89-cm) diskette in UNIX tar 
format. PSF was developed in 1 991. 

Sun and SPARC are trademarks of 
Sun Microsystems, Inc. UNIX is a regis- 
tered trademark of AT&T Bell Labo- 
ratories. 

This program was written by Deepak 
Kulkarni of Ames Research Center 

and Kiriakos Kutulakos of the Univer- 
sity of Wisconsin. For further informa- 
tion, Circle 107 on the TSP Request 
Card. ARC- 131 98 




64-Channel Signal Conditioner 

• Lowest Cost Per Channel 

• Programmable Anti-Alias Filters 

• Wideband Amplifiers and Oscillators 



Features 

• Multi-Channel 

- Up to 64 per chassis 

• Programmable Filter Types: 

- Low-Pass - Bandpass 

- High-Pass - Bandreject 

• 8-Pole Filter Transfer Functions: 

- Butterworth - Elliptic 

- Bessel - Linear Phase 

• Programmable Amplifiers and 
Oscillators 

• Low Cost Fixed Modules 

• IEEE-488 or RS-232 Interface 

• Common I/O Bus for Monitoring 

• Battery Backed RAM 

• 19" Rack Mountable 
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Electronic Components and Circuits 


SRAM as an Array of Energetic-Ion Detectors 

Potential uses include gas densimetry, position sensing, 
and measurement of the cosmic-ray spectrum. 

NASA’s Jet Propulsion Laboratory, Pasadena, California 


A static random-access memory (SRAM) 
has been designed for use as an array of 
energetic-ion (e.g., cosmic-ray) detectors. 
The design exploits the well-known tenden- 
cy of incident energetic ions to cause bit 
flips (also known as ‘‘single-event upsets”) 
in the cells of electronic memories: ob- 
viously, vulnerability to single-event upsets 
is a disadvantage in a memory but an ad- 
vantage in a detector array. The design of 
the ion-detector SRAM involves modifica- 
tions of standard SRAM design to increase 
the sensitivity to ions. The device can be 
fabricated by use of conventional com- 
plementary metal oxide/semiconductor 
(CMOS) processes. 

Each cell of the ion-detector SRAM con- 
sists mostly of a conventional six-transistor 
memory cell that can be viewed as contain- 
ing two inverters, self-explanatorily called 
the ‘‘detector inverter" and the ‘‘feedback 
inverter,” connected back-to-back in a feed- 
back loop (see Figure 1). The memory cells 
are arranged in columns, and data are writ- 
ten to or read from them by turning on 
electronic switches via word lines that con- 
nect the inverters to bit lines. 

The detector inverter differs from a con- 
ventional SRAM inverter in two ways: (1) 
One of the metal oxide/semiconductor 
field-effect transistors (MOSFET's), called 
the "off” MOSFET, in this inverter includes 
a drain that has been enlarged into a de- 
tector diode to increase its sensitivity to 
ions. (2) An offset bias voltage, is sup- 
plied from additional circuitry to the detec- 
tor diode circuitry through another of the 
MOSFET's (called the “on” MOSFET) in 
this inverter. 

At the beginning of an operating cycle, 
the SRAM is set up by writing identical bits 
into all the cells. The cells are biased into 
the sensitive state by turning the switches 
"on,” forcing the cells to assume a state 
as dictated by the bias on the bit lines. Dur- 
ing this writing interval, V 0 « is set to 
ground. Next, the switches are turned "off," 
and V of< is set to a value at which the cells 
are vulnerable to single-event upsets. 

The cells are maintained in this sensi- 
tive condition during a "stare” time. At the 
end of the stare time, is set to ground; 



Figure 1. Each Cell of the Ion-Detector SRAM 

resembles that of a conventional SRAM ex- 
cept that one of its inverters has been 
modified to increase and take advantage of 
its sensitivity to energetic ions. 

then the states of the cells are read by 
again turning the switches on to set the 
biases on the bit lines. The bias on each 
bit line is then read via a sensing amplifier. 

Figure 2 illustrates one potential ap- 
plication, in which the device would be 
used to measure the density of a gas or 
other medium between it and a source of 
ionizing radiation. The ion-detector SRAM 


could also be used to determine the posi- 
tion (via the bit-flip pattern) of a mask that 
shields part of it from the source. In yet 
another potential application, the device 
could be used to study the spectrum of 
cosmic rays by varying to discriminate 
among ions of different stopping powers. 

This work was done by Martin G. 
Buehler, Brent R. Blaes, Udo Lieneweg, 
and Robert H. Nixon of Caltech for 
NASA’s Jet Propulsion Laboratory For 
further information, Circle 21 on the TSP 
Request Card. 

In accordance with Public Law 9&517, 
the contractor has elected to retain title 
to this invention. Inquiries concerning 
rights for its commercial use should be ad- 
dressed to 
Edward Ansell 

Director of Patents and Licensing 
Mail Stop 305-6 

California Institute of Technology 
1201 East California Boulevard 
Pasadena, CA 91125 
Refer to NPO-18322, volume and number 
of this NASA Tech Briefs issue, and the 
page number. 


Source of 


Energetic Ions 



Figure 2. The Ion-Detector SRAM can be used 
to measure the density of the gas or other 
medium between itself and the source. The 
concept has been verified in air with a source 
of a particles. 
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Fast Differential 
Adder 

Fewer components are used, 
with consequent decrease 
in power consumed and in 
signal-propagation delay. 

Lewis Research Center, 
Cleveland, Ohio 

The circuit illustrates a fast differential 
adding circuit (or, equivalently, a subtract- 
ing circuit) suitable for use in a high-fre- 
quency-switching, high power-regulating 
circuit. The phase of the current-feed-back 
signal in such a regulator must be shifted to 
prevent instability, and the fast differential 
adder implements a phase-shifted to pre- 
vent instability, and the fast differential 
adder implements a phase-shifting tech- 
nique in which a compensating signal is 
added to the current-feedback signal. The 
current-feedback signal is a train of pulses 
of varying duration, while the compensating 
signal is a train of pulses of fixed duration. 

In a basic active adding circuit of a 
type used heretofore to implement this 
phase-shifting technique, two or more sig- 
nals are added, but the output of this cir- 
cuit is inverted and must be inverted once 
more: this requires an additional inverting 
amplifier, with consequent waste of power 
and additional signal-propagation delay. In 
the new circuit, the addition is performed 
with only one differential amplifier. 

In the new circuit, the signal fed to the 
inverting input of the sole differential ampli- 
fier is proportional to - e-j, where e-| is the 
current-feedback signal voltage. The inver- 
sion of e-| is obtained by reversing the 
polarity of rectifiers from that used in the 
basic circuit, a signal proportional to the 
compensating signal, e?, is fed to the non- 
inverting input of the differential amplifier is 
given by v 0 =ae-| +be? where a and b are 
positive constants of proportionality that 
depend upon the values of the resistors. 

This work was done by Mort A. 
Arditii and Rosemary Silva of Rockwell 
International corp. For Lewis Research 
Center. No further documentation is 
available. LEW-15127 



This Differential Adding Circuit (or, 
equivalently, subtracting circuit) is taster 
and consumes less power because it con- 
tains only one differential amplifier, 
whereas the prior version contained two. 



INDIUM 
Whenyoufe 
left out inthecold. 


At temperatures approaching ab- 
solute zero, indium, the malleable 
metal, remains workably soft. 

Because it deforms indefinitely 
under pressure, cryo- 
genic seals made from 
indium won’t crack or leak 
in aerospace and other 
cold, high-vacuum envi- 
ronments. 

Many indium solder alloys re- 
main ductile in extremely cold 
conditions. They also resist ther- 
mal fatigue and mechanical 
shock. In solder joints between 
dissimilar metals, or when bond- 
ing metals with non-metals— 


such as quartz, glass and metal 
oxides— indium’s ductility helps 
compensate for mismatches 
in thermal coefficients of 
expansion. 

With more than 40 
standard indium alloys 
and an infinite number of 
custom alloys available, 
our engineers can match 
an indium product to your appli- 
cation. Contact us for prompt 
quotations, complete specifica- 
tions and free technical consul- 
tation. 

Indium. Ourproduct, oursym- 
bol, our name™ 
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Gauge Measures Hot Erosion of Insulation 

Temperatures and increments of erosion are measured 
by use of embedded thermocouples and resistors. 

Marshall Space Flight Center, Alabama 


Compact ladder networks that contain 
thermocouples and resistors serve as 
gauges to measure the erosion of in- 
sulating materials by hot, flowing gases. 
Several gauges of this type have been 
designed for use in blast tubes during tests 
of rocket motors. The general design con- 
cept is readily specialized to other applica- 
tions in which insulation is subject to ero- 
sion — for example, ducts that contain hot, 
erosive industrial process streams. 

The gauge shown in Figure 1 includes 
six thermocouples, each (except the lower- 
most) in series with two metal-film resis- 
tors. The resistances in series with succeed- 
ing thermocouples increase as multiples 
of 10. The series thermocouple-and-resis- 
tor combinations are embedded in the in- 
sulating material at equal increments of 
depth [0.1 in. (2.54 mm) in the original ap- 
plication] and are connected electrically 
in parallel. A resistor connected in parallel 
at the top helps to linearize the output 
when only the uppermost thermocouple 
remains. 

The lowermost (in the figure) thermo- 
couple is embedded closest to the eroding 



Figure 1. Thermocouples and Resistors in a ladder network are burned away in sequence 
as the bottom surface of the insulating material is eroded by the hot, flowing gas. 
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Figure 2 The Peaks in These Simulated 
Data indicate the passage of the erosion 
front by the successive thermocouples in a 
gauge like that in Figure 1 . 


surface of the insulating material. As the 
surface wears away toward this thermo- 
couple, a measurable amount of heat be- 
gins to penetrate the thermocouple, and 
the thermocouple puts out a voltage indic- 
ative of the temperature at its location. 
Because of the parallel decade-resistor 
configuration, the voltage from this ther- 
mocouple predominates, at the output ter- 
minals, over the voltages from the other 
thermocouples. The output voltage thus 
indicates, predominantly, the temperature 
at the lowermost thermocouple. The out- 
put of the thermocouple reaches a maxi- 
mum when the erosion exposes it direct- 
ly to the hot gas. Then its output suddenly 
drops to zero as it burns away. 

As the erosion continues toward the 
next thermocouple, it begins to indicate an 
increase in temperature Because this ther- 
mocouple is now the one in series with the 
lowest resistance in the decade configura- 
tion, its output now predominates. Even- 
tually, the output voltage rises to a peak, 
then suddenly falls as it did before. This 
cycle repeats, providing a series of sharp 
peaks that indicate the passage of the ero- 
sion front through the corresponding ther- 
mocouples (see Figure 2). 

The decade-resistor configuration is not 
the only one that could be used. For ex- 
ample, the resistor values could all be the 
same or could increase in sequence as 
multiples other than 10. Of course, any 
change in the resistor configuration entails 
changes in the readout circuitry and in the 
interpretation of the output signal. For ex- 
ample, if the resistors all have the same 
value, it might be best to connect the 
gauge into a voltage-divider circuit and to 


interpret the output voltage as a sequence 
of divided thermocouple peaks superim- 
posed on the divided supply voltage, which 
increases as the thermocouples and resis- 
tors are burned away. 

This work was done by Reginald J. 
Gould of Marshall Space Flight Center. 


For further information, Circle 2 on the 
TSP Request Card. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel, Marshall 
Space Flight Center [see page 24], Refer 
to MFS-28651. 
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Electronic Systems 


Sidereal-Rate Generator 

An innovative circuit derives sidereal seconds from a precise 60-Hz source. 
Langley Research Center, Hampton, Virginia 



The Sidereal-Rate Generator puts out sidereal clock signals with an error of only 
about 1.8 seconds per year. 


Normal time, as indicated on common 
clocks, is based on the apparent position 
of the Sun. There are approximately 365.25 
solar days in a year. A sidereal day is the 
average time between apparent meridian 
crossings by a star. There are approximate- 
ly 366.25 sidereal days in a year. There is 
one more sidereal day than there are solar 
days in a year because the Earth revolves 
once around the Sun during the course of 
a year, canceling out one apparent rota- 
tion. Therefore, a solar day is longer than 
a sidereal day by a ratio of 1 .00273790934 
to 1 according to the Naval Observatory. 
A good approximation is 366.25/365.25 
days or a ratio of 1 ,465/1 ,461 . This ratio 
yields 1 .00273785079, which is accurate 
to the seventh decimal place. The ratio of 
1,465/1,461 has an error of only -0.00506 
second per day or -1 .846 seconds per 
year. 

Heretofore, methods to convert from 
solar to sidereal time references have cen- 
tered around the injection of pulses. These 
techniques resulted in timing pulses that 
were either nonuniform or not synchronized 
with solar references. Now, however, an 
instrument that generates sidereal equiv- 
alent seconds to the accuracy described 
above has been designed, fabricated, and 
tested at NASA Langley Research Center. 
This instrument, known as the sidereal-rate 
generator, derives sidereal seconds from 
an existing precise 60-Hz source. A phase- 
locked frequency multiplier is used to mul- 
tiply the 60 Hz by 1 ,465 to obtain 87,900 
Hz. Then, a divide-by-N circuit is used to di- 
vide this frequency by 1 ,461 . The result is 
60.164261 Hz, which is divided by 60 to 
arrive at 1 .00273972603 Hz, or 1 .000000 
sidereal Hz. The output consists of uni- 
formly timed pulses that are synchronized 
to the 60-Hz reference. 

In the figure, U 4 denotes a multistage 


binary counter. U 3 decodes the output of 
U 4 . When the count in U 4 reaches the 
binary equivalent of 1 ,465, U 3 resets U 4 to 
zero. U 4 counts the output pulses from the 
voltage-controlled oscillator in U 2 . U 2 also 
compares the 60-Hz reference with the 
divided output from U 3 . If the output from 
U 3 is below 60 Hz, the output from the 
phase detector goes high ( +5 V), and the 
voltage across C increases slowly, increas- 
ing the frequency of pulses from the 
voltage-controlled oscillator. If the output 
from U 3 is above the 60-Hz reference, the 
output from the phase detector goes low 
(0 V), and the voltage on C decreases, low- 
ering the output frequency of the voltage- 
controlled oscillator. Once locked, the fre- 
quency of the output of U 2 is exactly 
1 ,465 times the 60-Hz reference frequen- 
cy and is coherent in phase with the 
reference. 

U 6 and U 5 divide the frequency of the 
output of U 2 by 1,461. U 8 and U 7 divide 
the resultant 60. 1 6427 1 Hz by 60 to arrive 
finally at 1 .0027379 Hz. An inverter is used 
to buffer the output. Another inverter is 


used to drive a light-emitting diode as a 
confidence light. This circuit, including the 
crystal oscillator/divider, was built on a 4-in. 
(10-cm) square circuit board, using point- 
to-point wiring. 

While this approach may include more 
components than would a special frequen- 
cy oscillator/divider circuit, it uses a stand- 
ard reference frequency. The output pulse 
periods are uniform, solar and sidereal out- 
puts are available from a single source, the 
circuit is compatible with normal digital 
clocks, and the circuit is driven by a readily 
available reference frequency. The sidereal 
rate generator has applications in stellar 
tracking, celestial navigation, and celestial 
photography. 

This work was done by John M. Franke 
and Bradley D. Leighty of Langley 
Research Center. No further documen- 
tation is available. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel, Langley 
Research Center [see page 24] Refer to 
LAR-14350. 


Slew Timer for Symbol Display Generator 

The tinner provides an end-of-slew signal related to the extent of the slew. 


Ames Research Center, Moffett Field, California 


A slew-length timer generates a delay 
and, at the end of the delay, a signal that 
indicates the end of one of the slews of 
the electron beam in a cathode-ray-tube 
display driven by a symbol generator. The 


end-of-slew signal constitutes “permission’’ 
for the symbol generator to begin draw- 
ing the next symbol segment. A slew is a 
blanked jump in position from the end of 
one visible segment to the beginning of the 


next, disconnected segment accomplished 
by stepping the deflection input to the new 
position and waiting for the deflection sys- 
tem to reach that position. If the display 
and symbol generator are not in the same 
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rise within the core of a nuclear power generator. A 
hacker bent on espionage leans over his keyboard, 
sending password sequences. 

Whether they’re real-world situations or training 
simulations, crucial circumstances like these require 
critical computer performance. The most vital data 
can be lost in an instant, if your system gives you a 
delayed reaction instead of real-time response. But 
when microseconds count, Night Hawk flies. 

Night Hawk is a complete family of real-time, 
open-architecture, multiprocessing computer 
systems using 88open™-compliant RISC 
technology, UNDC and VME. Systems 
that are already proven in demanding 
real-time applications of all 
kinds, all over the world. 


Systems built by Harris, a $3 billion corporation 
with more than 20 years of continued leadership in 
advanced computing. 

Night Hawk’s modular design allows it to be eas- 
ily upgraded in the field, protecting your investment 
and reducing your longterm cost of ownership. And 
it offers a multilevel secure environment for your 
sensitive applications. 

When the capture of data is essential, you 
need a system that lets nothing escape. You need 
the Night Hawk. 

For further information, write Marketing 
Communications, Harris Computer 
Systems, 2101 West Cypress Creek Road, 
Ft. Lauderdale, Florida 33309. Call 1-800- 
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This Slew-Length Timer generates a delay equal to the time required to slew the the begin- 
ning of a segment of a symbol. At the end of the delay, it sends an end-of-slew signal to the 
symbol generator, thereby allowing the symbol generator to begin the segment. 


unit, or multiple displays are driven by one 
symbol generator, the obvious solution of 
monitoring the deflection amplifiers and 
generating an end-of-slew signal has un- 
desirable test or failure mode charateristics. 
This slew-length timer overcomes the dis- 
advantages of the closed-loop methods 
without wasting large amounts of writing 
time by providing end-of-slew signals re- 
lated to the actual distance of movement 
of the writing electron beam. 

As shown in the figure, the slew-length 
timer operates in conjunction with the sym- 
bol (or vector) generator, which puts out 
a sequence of digital signals representa- 
tive of the desired Cartesian coordinates 
(X,/) of the electron beam. These digital 
signals are entered into the X and Y regis- 
ters, then coupled via buses to a digital- 
to-analog converter, which generates the 
analog beam-deflection signals. These sig- 
nals are then sent to the display, amplified, 
and applied to the cathode-ray tube. 

For the purpose of computing the slew 
lengths (time), the axes are divided into 
segments (typically 16 each). The max- 
imum slew time for each possible com- 
bination of start and end segments for 
each axis is calculated, and a code for the 
slew time is entered in the appropriate 
place in the X and Y length memories. To 
save space in the following memory, sever- 
al distinct but similar times are represent- 
ed by one (typically 5-bit) code value. The 
segment number (upper bits of the posi- 
tion data) from the symbol generator im- 
mediately prior to the slew are latched in- 
to the start registers and are applied with 
the segment number for the stop position 
to the length memories to select the length 


codes for each axis. These codes then ad- 
dress the elapsed time/comparator mem- 
ory, which contains a count representing 
the maximum time represented by the X 
and V codes. This count is used by the 
variable delay generator to generate a de- 
lay equal to or slightly longer than the time 
required by the deflection system to per- 
form the slew. At the conclusion of the 
delay, the counter sends the end-of-slew 
signal to the symbol generator, thereby 
allowing it to proceed with the next sym- 
bol segment. 

This work was done by Paul A. Fisher 
of Honeywell Inc. for Ames Research 
Center. For further information, Circle 29 


on the TSP Request Card. 

Title to this invention, covered by U.S. 
Patent No. 4,532,504, has been waived 
under the provisions of the National Aero- 
nautics and Space Act [42 U.S.C 2457(f)], 
Inquires concerning licenses for its com- 
mercial development should be addressed 
to 

Dale Jepsen, Associate Corporate 
Patent Attorney 
Honeywell Inc. 

21111 North 19th Ave. 

Phoenix, AZ 85027 
Refer to to ARC-11998, volume and 
number of this NASA Tech Briefs issue, 
and the page number. 


Robotic Vision With Enhanced Detection of Edges 

Blurring and background noise are reduced to avoid false detection of a moving target. 

John F. Kennedy Space Center, Florida 

A robotic vision subsystem provides 
enhanced detection of edges as it pre- 
processes the image of a target that 
moves in six degrees of freedom. The 
substystem was designed to filter out 
high (spatial) frequency components in 
an image, with the frequency response 
tuned to the size of object to be detect- 
ed. The objects to be detected were sub- 
targets on a target. In effect, this tech- 
nology smooths the image data to 
remove background noise and blurring 
to avoid false detection of a moving tar- 
get. The image produced is then used 
by another vision subsystem that guides 
a robot to mate with the target. Also, in 
comparison with older robotic image- 
preprocessing subsystems, this one pro- Image Improvement shown graphically here for clarity illustrates the relative advantages 

duces less noise and operates more of the DOG convolution techniques, 
reliably. 


Other Technique 
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This image-preprocessing subsystem 
implements an algorithm that precisely 
defines the edges of the moving target 
and provides a larger (in comparison 
with earlier algorithms) area for calcu- 
lating the centroid of the target. First, a 
camera acquires an image of the tar- 
get. As each image frame is acquired, it 
is processed through a pipeline proc- 
essor. After the pipeline processing, the 
image is analyzed and then processed 
with information from previous images 
for tracking purposes. 

Each image frame is directly proc- 
essed with an approximation to a differ- 
ence-of-Gaussian (DOG) operator. The 
resultant image is then thresholded, and 
the connected regions are found and 
their centroids and areas are comput- 
ed for subsequent processing. In com- 
parison with other techniques that might 
have been used to enhance the detec- 
tion of edges in this application, the dif- 
ference-of-Gaussian convolution filters 
to a higher degree and thus aids in re- 
ducing background noise and blurring 
to avoid false detection of a moving tar- 
get. The figure graphically compares im- 
age improvement in sharpness. 

This image-preprocessing sub-sys- 
tem includes commercially available pipe- 
line image-processing circuit boards and 
a commercially available vision-system 
computer. However, the way the sub- 
system was packaged (hardware/soft- 
ware/noise and blurring reduction) was 
also "new technology” and allowed this 
subsystem to provide for the tracking 
of a target in all six degrees of freedom 
at a frame rate of 30 Hz. Other vision 


systems, even though they were short- 
ly afterwards, could only track in two or 
three degrees of freedom at frame 
rates of only 'fa to 4 Hz. 

This work was done by V. L. Davis 


and L. Shawaga of Kennedy Space 
Center, and P. Walsh and K. Kambies 
of Adaptive Automation, Inc. For fur- 
ther information, Circle 56 on the TSP 
Request Card. KSC- 11505 


Light-Flash Wind-Direction Indicator 

The timing of flashes would indicate the direction of the wind. 
John F. Kennedy Space Center, Florida 


A proposed wind-direction indicator 
could be read easily by distant ob- 
servers. The indicator would emit bright 
flashes of light separated by an interval 
of time proportional to the angle be- 
tween true north and the direction from 
which the wind is blowing. 

The flashes, from high-intensity stro- 
boscopic lights like those on radio tow- 
ers and aircraft, could be seen by any 
number of viewers at distances up to 5 
miles (8 kilometers) or even more. A 
windsock or weathervane, in contrast, 
cannot be seen beyond a few thou- 
sand feet (about 1 kilometer). The stro- 
boscopic indicator could also be seen 
more easily through rain and fog. In 
addition, it would not be subject to the 
ambiguity that occurs when a weather- 
vane or windsock is viewed head on, 


signifying that the wind could be blow- 
ing either directly toward or directly 
away from the observer. 

The indicator would flash once at the 
beginning of the time interval and twice 
at the end of the interval. The time be- 
tween the single start flash and the 
double end flash would be proportional 
to the angle between the wind and the 
true north, at a rate of 30° per second. 
For example, a 3-second interval would 
correspond to wind at 90° (from the 3 
o'clock position, or due east). A 6-sec- 
ond interval would indicate wind at 
180° (at the 6 o'clock position, or from 
the south). Wind exactly from the north 
(that is, at 12 o'clock or 0°) would pro- 
duce a double flash only, because the 
single beginning flash would coincide 
with the first of the two end flashes. 


An observer could estimate the di- 
rection of the wind by counting “one 
thousand one, one thousand two,” and 
the like, after the beginning flash. For 
greater accuracy, a stopwatch meas- 
urement of elapsed time would give the 
direction within about 1 °. In most appli- 
cations, greater precision would be 
neither practical nor meaningful. 

The wind-direction indicator would 
be self-contained. It would require no 
connections to other equipment. Its 
modest power demand could be satis- 
fied by a battery or solar power or both. 
It could be set up quickly to provide lo- 
cal surface-wind data for aircraft pilots 
during landing or hovering, for safety 
officers establishing hazard zones and 
safety corridors during handling of tox- 
ic materials, for foresters and firefight- 
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ers conducting controlled burns, and for 
real-time wind observations during any 
of a variety of wind-sensitive operations. 
This work was done by Jan A. Zysko 


of Kennedy Space Center No further 
documentation is available. 

Inquiries concerning rights for the 
commercial use of this invention should 


be addressed to the Patent Counsel, 
Kennedy Space Center [see page 24], 
Refer to KSC-11590. 


Maximum-Likelihood Detection of Noncoherent CPM 

Detectors analogous to those of coherent CPM could be used. 

NASA’s Jet Propulsion Laboratory, Pasadena, California 

Simplified detectors have been pro- 
posed for use in maximum-likelihood-se- 
quence detection of symbols in an alpha- 
bet of size M transmitted by uncoded, 
full-response continuous phase modu- 
lation over a radio channel with additive 
white Gaussian noise. The proposals were 
developed in a theoretical and compu- 
tational study that began with maximum- 
likelihood-sequence detection metrics for 
an observation interval N symbol peri- 
ods long, during which the phase of the 
carrier signal is constant but unknown. 

The bit-error-probability performances 
of the associated detection algorithms 
were analyzed. The special and popu- 
lar case of minimum-shift keying (MSK) 


This Simplified Receiver structure would 
implement MLSE detection algorithms for 
MSK. 
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with a modulation index of /■>, M = 2, 
and a rectangular frequency pulse was 
treated separately 

An important aspect of the study was 
emphasis on the simplification of struc- 
tures of maximum-likelihood-sequence 
estimation (MLSE) receivers, which would 
implement the detection algorithms. The 
proposed simplified structures (see the 
figure for a particular example corre- 
sponding to MSK) of the receivers are 
derived from a particular interpretation of 
the maximum-likelihood metrics. These 
receivers would include front ends, the 
structures of which would depend only 
on M, analogous to those in receivers 
of coherent CPM. The parts of these re- 
ceivers that follow the front ends would 
have structures, the complexity of which 
would depend on N. 

Because the proposed simplified re- 


ceivers are derived from the maximum- 
likelihood principle, their performances 
could, intuitively, be expected to im- 
prove with increasing N. In preparation 
for a more rigorous theoretical demon- 
stration that this should be so, an exact 
equation for the pairwise sequence er- 
ror probability of a proposed MLSE re- 
ceiver was derived. This equation was 
used, in turn, to derive upper bounds 
on the.bit-error probabilities of several 
MLSE receivers of practical interest. By 
suitably approximating the pairwise se- 
quence error probability at large signal- 
to-noise ratio, it was shown that in the 
limit as N -> °°, the bit-error probability 
of an MLSE noncoherent receiver ap- 
proaches that of an equivalent coher- 
ent receiver. 

From the combined theoretical and 
computational results, it was concluded 


that significant gain can be achieved by 
making decisions over a full sequence 
of N symbols rather than by making a 
decision on each symbol individually in 
a sequence of the same length. Finally, 
it was shown that there is an optimum 
(in the sense of minimum error proba- 
bility) modulation index, and that it is a 
function of the signal-to-noise ratio and 
of the length of the detected sequence. 
The values of optimum modulation in- 
dices were found to be quite close to 
those reported previously for symbol- 
by-symbol detection. 

This work was done by Dariush Divsalar 
and Marvin K. Simon of Caltech for 
NASA’s Jet Propulsion Laboratory 
For further information, Circle 12 on the 
TSP Request Card. 

NPO- 18522 


Pulse-Modulation Scheme for Voice and Telemetry 

Information is conveyed via the frequencies and durations of pulses. 

John F. Kennedy Space Center, Florida 



This Encoder/Multiplexer Combination effects the PMD scheme, in which biotelemetry is 
encoded in time-division multiplex PIM, while voice is encoded in PWM. 


A pulse-modulation scheme provides for 
the transmission of 1 channel of voice in- 
formation along with 1 6 channels of serially 
multiplexed analog biotelemetric informa- 
tion, all on a single radio-frequency carrier 
signal. In this scheme, the biotelemetric 
information is conveyed by pulse-interval 
modulation (PIM), in which the interval be- 
tween the leading edges of two given suc- 
cessive pulses is made proportional to the 
sampled biotelemetric quantity in a given 
channel. The voice information is conveyed 
by pulse-width modulation (PWM), in which 
the duration of each pulse is made propor- 
tional to the instantaneous amplitude of the 
voice signal. This combination of PIM and 
PWM encoding is called "pulse modulated 
data” or PMD. 

The principal advantage of this scheme 
is simplicity: The comodulation of the voice 
along with the biotelemetry involves mini- 
mal additional circuitry in the transmitter. 
In the receiver, the biotelemetric data are 
extracted by ordinary PIM-decoding cir- 
cuitry, which is not affected by the voice 
PWM; and a simple PWM decoder can be 
added to the receiver to recover the voice. 

The pulse-modulation circuitry (see fig- 
ure) includes a multiplexer and voltage-to- 
time converter, which act together to gen- 
erate the pulses that mark the beginnings 
and ends of successive pulse intervals of 
varying duration. The circuitry also in- 
cludes the voice encoder and the PMD 
generator. The voice encoder includes a 
voltage-to-time converter, which is held in 
“reset” mode until the PMD generator 
signals the end of each PIM interval, at 
which time the voice encoder is released 
from "reset” and starts to generate a 


pulse, the duration of which is proportional 
to its voice-voltage input. At the end of this 
pulse, the voice encoder returns to “reset" 
mode to await the end of the current PIM 
interval, and so the cycle repeats. The 
PMD generator mixes the PIM end/start 
event with the end-pulse event from the 
voice encoder. 

This work was done by William J. Mills 
of Konigsberg Instruments, Inc., for Ken- 
nedy Space Center For further informa- 
tion. Circle 1 00 on the TSP Request Card. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 


dressed to the Patent Counsel, Kennedy 
Space Center [see page 24], Refer to 
KSC-11581. 


Are you reading 
someone else's copy? 

Get your own copy by filling in 
the qualification form bound 
into this issue. 
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Physical Sciences 


Micromachined Dust Traps 

Tiny traps capture particles for analysis. 

NASA’s Jet Propulsion Laboratory, Pasadena, California 


Micromachined traps have been devised 
to capture dust particles for analysis with- 
out contaminating them. The operation of 
the traps is based on micromachined struc- 
tures that retain particles, rather than on 
adhesives or greases that would interfere 
with scanning-electron-microscope anal- 
ysis or x-ray imaging. Furthermore, unlike 
maze traps and traps that enmesh parti- 
cles in steel wool or similar materials, the 
micromachined traps do not obscure the 
trapped particles. 

A typical micromachined trap is made 
by etching a silicon wafer. A wafer 2 in. 
(5.1 cm) in diameter yields about 10 traps 
with openings of 300 by 800 /xm. The wafer 
is divided into chips 0.4- by 0.4-in. (1 by 
1-cm) square, each containing a single trap. 


Particles that enter a trap collide repeat- 
edly with the walls of the trap, losing en- 
ergy as they do, and they come to rest at 
the inner end. Any of a variety of internal 
geometries (see figure) can be selected to 
retain particles of a given size that impinge 
upon a trap at a given velocity. Pits of 
various geometries have been demon- 
strated to capture dust particles with sizes 
ranging from 2 to 1 5 /irr\ and speeds rang- 
ing from 50 to 200 m/s. 

This work was done by Gregory H. 
Bearman and James G. Bradley of Caltech 
for NASA’s Jet Propulsion Laboratory 
For further information, Circle 108 on the 
TSP Request Card. 

NPO-18276 



Internal Geometries of traps range from simple cones to U-shapes, all formed by etching 
silicon. 
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Canceling Torque Caused by Boiloff of Cryogen 

One of two opposing exit streams is heated to increase its speed. 

NASA’s Jet Propulsion Laboratory, Pasadena, California 



Torque Caused by the Venting of the Cryogen could be nearly eliminated by directing 
the exhaust gas through a “T” vent. To cancel the remaining small torque, that side of 
the “T” from which the exhaust produced the smaller thrust would be heated just enough 
to equalize the opposing thrusts. 


A proposed technique for the cancella- 
tion of the small torques caused by vent- 
ing of cryogens from tanks in spacecraft 
might be adaptable to use in making small 
corrections in the orientations of terrestrial 
scientific instruments. The concept could 
be particularly useful in situations in which 
(1) conventional electromagnetic actuators 
might not be suitable because of con- 
straints related to temperature, radiation, 
or vibration and (2) equipment is required 
to be robust, simple, reliable, light in weight, 
and without moving parts. 

Whenever heat from any source is trans- 
ferred to a mostly liquid cryogen, some of 
the cryogen is vaporized and must be vent- 
ed. This venting creates a torque. A sim- 
ple way to reduce this torque is to vent the 
vapor through a “T" from two nozzles that 
point in opposite directions. If the exit ve- 
locities from the two nozzles are exactly 
opposite and if the mass-flow rates are ex- 
actly equal, then the torques produced by 
the two streams cancel and the net torque 
is zero. However, in practice, manufactur- 
ing tolerances result in imperfect cancella- 
tion; that is, there is a small net torque. 

The net torque can be reduced to ap- 
proximately zero by heating whichever of 
the two streams is producing less torque: 


heating the stream increases its exit speed 
and, therefore, the torque that it exerts. The 
choice of which stream to heat and the 
determination of the amount of heating 
power to apply to it can be made by a con- 
trol circuit that receives feedback from a 


torque or attitude sensor. 

This work was done by Pradeep 
Bhandari of Caltech for NASA’s Jet Pro- 
pulsion Laboratory. For further informa- 
tion, Circle 76 on the TSP Request Card. 
NPO-18474 


High-Output Heat-Flux Gauges 

Multiple differential thermocouple pairs would be connected in series. 
Lewis Research Center, Cleveland, Ohio 


Heat-flux gauges of a proposed type 
would put out relatively large signal volt- 
ages. The new gauges would be useful in 
such applications as engine instrumenta- 
tion and radiation-measuring equipment. 

Heretofore, a typical heat-flux gauge 
has included a single temperature sen- 
sor (thermocouple or resistance thermom- 
eter) on the top surface of an insulating 
layer and another single temperature 
sensor of the same kind on the bottom 
surface. The output of such a sensor is 
approximately proportional to the differ- 
ence between the temperatures of the 
two surfaces which, in turn, is approxi- 
mately proportional to the thickness of 
the insulating layer and to the flux of 
heat through it. Often, the output is too 
small to yield accurate and useful mea- 
surements unless the sensor is thick, 
the heat flux is large, or both. 

The principle that underlies the new 
gauge concept is simple: fabricate a 
sensor with N top-surface/bottom-sur- 


Thermocouples in N Top-Surface/Bottom-Surface Pairs connected in series would 
put out N times the voltage of a conventional {N = 1) pair on an insulating layer of the 
same thickness at the same heat flux. 
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face pairs of thermocouples, and with 
the N pairs connected in series to mul- 
tiply the output voltage by N (see fig- 
ure). This would make it possible to 
measure smaller heat fluxes accurately 
with a sensor of given thickness, or to 
make a thinner sensor to measure heat 
fluxes in a given range. 

The multiple (N = 10 to 10,000) ther- 
mocouples would be arranged in cir- 
cles or other convenient patterns on the 
top and bottom surfaces of the insu- 
lator. The wires that connect the top and 


bottom-surface thermocouples would 
be plated through holes in the insulator. 
These holes would be arranged in larg- 
er concentric circles or corresponding 
patterns to minimize the effect of the 
connecting wires on the flow of heat in 
the vicinity of the thermocouple junc- 
tions. Each through-hole connecting 
wire would be made of the same ther- 
mocouple alloy as that of the thermo- 
couple legs it connects, so as not to 
set up spurious thermocouple junctions 
at positions other than in the designat- 


ed thermocouple patterns. 

The thermocouple alloys could be 
deposited on the top and bottom sur- 
faces by such well-known techniques 
as sputtering, thermal evaporation, and 
plating. The alloys could be patterned 
by use of photoresist masks and chem- 
ical etching. 

This work was done by Herbert A. 

Will of Lewis Research Center. For fur- 
ther information, Circle 38 on the TSP 
Request Card. 

LEW-14730 


Test Would Quantify Combustion Oxygen 
From Different Sources 


Isotope tracers would be detected by mass spectroscopy. 
Lyndon B. Johnson Space Center, Houston, Texas 


A proposed isotope-enrichment 
scheme would enable the determina- 
tion of the contributions of dual sources 
of oxygen for combustion. For exam- 
ple, it could be used to determine the 
contributions of natural oxygen in air 
and liquid oxygen supplied in a sepa- 
rate stream that may be mixed with 
air or sent directly into a combustion 
chamber. 

The liquid oxygen or other artificial 


stream would be enriched with 18 0 to 
about 1 percent by weight. (Natural 
oxygen consists of about 0.2 weight 
percent 18 0, most of the rest being 
16 O.J The combustion products would 
be analyzed by a mass spectrometer 
to measure the relative abundances 
of H 2 18 0 and H 2 16 0. From the relative 
abundances of water products meas- 
ured in this experiment, the natural rel- 
ative abundances, and the relative (en- 


riched) abundance of oxygen in the 
artificial stream, one can compute the 
relative contribution of oxygen extract- 
ed from the stream compared to the 
other source of oxygen in the combus- 
tion process. 

This work was done by Ralph M. 
Tapphorn of Lockheed Engineering & 
Sciences Co. for Johnson Space 
Center. For further information, Circle 
1 on the TSP Request Card. MSC-21824 


INTRODUCING THE DYCOR™ SYSTEM 1000 
QUADRUPOLE MASS SPECTROMETER 


No other system glues you greater 
tlexihility in residual gas analysis 


The intuitive graphical user interface of the new Dycor ,M System 1000 software makes this instrument easy 
to use and provides the greatest versatility available in an RGA today. 

Perform your desired analysis by choosing among operating modes, or create a custom format without 
programming. The system is designed to integrate with 
your future needs, and its controller is compatible with all 
existing Dycor equipment. Other features: integrated 
trackball, 80 MB hard drive, parallel printer port, RS-232 
serial port, and RS-422 port for analog and digital I/O. 

For details, contact AMETEK, Process & Analytical 
Instruments Division, 150 Freeport Road. Pittsburgh, 

Pi ’ 5236 AMETEK 


C 


Tel: 412-828-9040. 
Fax: 412-826-0399. 



PROCESS & ANALYTICAL INSTRUMENTS DIVISION 


ANALOG/BAR MOOES 
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Magnetic Compensation for Gravitational Pressure Gradient 

A magnetic-field gradient produces a force that counteracts the gravitational force. 

NASA 's Jet Propulsion Laboratory, Pasadena, California 


In a technique for the partial simulation 
of low gravitation in a diamagnetic or para- 
magnetic liquid, a magnetic field that has 
a suitable gradient produces a force that 
counteracts the gravitational force. This 
technique makes it possible to perform low- 
gravity experiments on the ground, at con- 
siderably less expense than in outer space. 
Many liquids are either diamagnetic (e.g., 
helium) or paramagnetic (e.g., oxygen). 

The magnetic field needed to cancel the 
gravitational pressure gradient in a liquid 
is given by 

S 2 (z) = ^5 
fflC 
dp 

where B is the magnetic field in Teslas, z 
is the vertical position in meters, g is the 
acceleration of gravity in m/s 2 , ^ is the 
magnetic permeability of the vacuum, x 
is the magnetic susceptibility of the liquid, 
and p is the density of the liquid in kg/m 3 . 
For helium at 2 K, this becomes B = 7.96 
sTz. This equation can be manipulated to 
show that the magnetic-field gradient need- 
ed to cancel the gravitational pressure gra- 
dient is smaller at greater intensities of the 



This Three-Cylindrical-Coil Electromagnet 

produces a magnetic field that counteracts 
the gravitational pressure gradient in liquid 
helium to within about 1 percent, in a region 
along the axis from z = -5mmtoz= -15 
mm. 


magnetic field. 

In practice, imperfections in the applied 
magnetic field prevent the perfect cancel- 
lation of gravitational effects, but reduc- 
tion of gravitationally induced inhomoge- 
neities in liquids to less than 1 percent of 
the original values appears practical. This 
would make it possible, for example, to 


make the condition in an experimental liq- 
uid approach a critical point more close- 
ly, thereby providing a better test of the ap- 
plicable theory of fluctuations in the critical 
region. The reduction of the effects of 
gravitation would also enable the obser- 
vation of effects that have finite sizes, in 
well-characterized geometries. 

The three-coil electromagnet shown in 
the figure was designed to provide cancel- 
lation of the gravitational gradient of pres- 
sure along its axis, to demonstrate basic 
feasibility. By use of available computer 
programs, one could also design magnets 
that would optimize the gradient of the 
magnetic field at off-axis as well as at on- 
axis points. The needed magnetic-flux 
densities appear to be well within the 
capabilities of available superconducting 
magnets. 

This work was done by UlfE. Israelsson, 
Henry W. Jackson, and Donald M. Strayer 
of Caltech for NASA’s Jet Propulsion 
Laboratory. For further information, Cir- 
cle 46 on the TSP Request Card. 
NP0-18599 


The EMR 9020 Bit Synchronizer. 
When Timing is Everything. 



With the EMR Model 9020, you get features unmatched by other bit synchronizers. Like 
synchronization down to -20dB signal-to-noise ratio. Tracking loop widths to 0.0005%. Selectable 
bit rates from 8 bit/s to 10 Mbit/s. Adaptive or fixed mode operation. All digital design. Plus the 
quality, experience and worldwide service that comes with every EMR product. 

The EMR Model 9020. Designed to eliminate multi-path signal problems, severe dropouts, low level 
transmissions and noise. To find out more, contact us at: Loral Data Systems, Signal Processing 
Group, P.O. Box 3041, Sarasota, FL 34230 or call (813) 378-6911. 



Data Systems 


50 


For More Information Circle No. 547 


NASA Tech Briefs, July 1993 



Measuring Microwave Conductivities 
of Superconducting Films 

Complex conductivities are computed from microwave-power-transmission data. 
Lewis Research Center, Cleveland, Ohio 


Microwave conductivities of thin films 
of high-temperature superconductors 
like YBa 3 Cu 3 0 7 _ s can be measured by 
the noninvasive, nondestructive micro- 
wave-power-transmission method. These 
measurements yield useful information 
on the superconducting and normal 
states of the films and contribute to the 
evaluation of the films for use in micro- 
wave devices. 

A film to be characterized by this 
method is supported by a dielectric sub- 
strate. The film and the substrate are 
clamped between two flanges in a test 
section of waveguide so that the film 
obstructs the waveguide. The flanges 
are cooled to a specified temperature 
(e.g., the superconducting-transition tem- 
perature of the film). The ends of the test 
section of waveguide are connected by 
other waveguides to microwave network 
analyzer, which measures the transmis- 
sion coefficient, T (the ratio between the 
microwave power transmitted through 
the film, and the microwave power inci- 



25x10® 



Temperature, K 

Figure 1 . The Transmission Coefficient 

of a 2,655-A-thick YBa 2 Cu 3 0 7 _ 5 film on 
an LaAI0 3 substrate at a frequency of 35 
GHz decreases with decreasing temper- 
ature as the film becomes increasingly con- 
ductive and, therefore, a more nearly per- 
fect reflector. The real and the imaginary 
parts of the conductivity are computed 
from the transmission coefficient and 
other quantities. 


dent upon the film) and the phase shift, 
<f>, in the transmitted wave. 

The real and the imaginary parts of 
the microwave conductivity of the film 
are computed from T, 0, the wave num- 
ber of the normally incident transverse 
electric wave propagating in the wave- 


guide, the thickness of the film, and the 
thickness and the dielectric constant of 
the subs'rate (see Figure 1). Then the 
real and the imaginary parts of the mi- 
crowave conductivity can be used to 
compute the magnetic penetration depth 
and the surface resistance. 


Fishing for signals 
that are hard to catch? 



With the ESL VP5000, they won't get away. 


Are signals slipping 
through your net because 
your system can't catch 
enough of the signal, 
lacks bandwidth, or won't 
trigger acquisition? 

The ESL VP5000 
Wideband Signal Analysis 
System can help. Designed 
to capture complicated signals, the 
VP5000 features a 200-megahertz 
analog bandwidth and a 256-megabyte 
deep memory, plus extensive clocking 
and triggering. 

You'll be working with one of the most 
flexible and easy-to-master user inter- 
faces around. So, you'll have more 
time for things that really matter, like 
telling tales about the time you really 
did catch the big one. 



For a better way to reel in your 
signals, contact: 

VP5000 Product Manager 
ESL, 495 Java Drive, P.0. Box 3510 
Sunnyvale, CA 94088-3510 USA 
Tel: 800.354.6195 Fax: 408.752.2379 


© ESL Incorporated, 1993. TRW is the name and mark 
of TRW Inc. CA00544. 
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In a test, the surface resistance of a 
film determined by the microwave-pow- 
er-transmission method was compared 
with the surface resistance deduced 
from the change in the Q of a micro- 
wave resonant cavity when a copper wall 
of the cavity was replaced by the film 
(see Figure 2). Discrepancies between 
the values at temperatures near T c are 
tentatively attributed to (1) normally con- 
ducting inclusions, which can affect the 
microwave-power-transmission meas- 
urements by allowing significant leak- 
age through the film; and (2) the fact 
that the cavity measurements are influ- 
enced less by the inclusions and more 
by the surface properties of the film. 

This work was done by K. B. Bhasin 
and J. D. Warner of Lewis Research 
Center, F. A. Miranda and W. L. Gordon 
of Case Western Reserve University, 


Film (Microwave-Power- 



Temperature, K 

Figure 2. Surface Resistances of the 
film were determined at a frequency of 36 
GHz by two different methods. Also 
shown for reference is the surface resis- 
tance of the replaced copper wall used in 
the cavity-wall-replacement method. 


and H. S. Newman of the Naval Re- 
search Laboratory. Further information 
may be found in NASA TM- 1036 16 [N9 1- 
0780], “Determination of the Surface 
Resistance and Magnetic Penetration 
Depth of Superconducting YBa 2 Cu 3 0 7 _ b 
Thin Films by Microwave Power Trans- 
mission Measurements." 

Copies may be purchased [prepay- 
ment required] from the National Tech- 
nical Information Service, Springfield, 
Virginia 22161, Telephone No. (703) 
487-4650. Rush orders may be placed 
for an extra fee by calling (800) 336- 
4700. 

LEW- 15394. 


Generation of 0 2 From C0 2 by Glow Discharge and Permeation 

Carbon dioxide is converted to a useful and breathable oxygen supply. 

Langley Research Center, Hampton, Virginia 



The Atomic Oxygen generated in the glow discharge passes through the permeable mem- 
brane and recombines into 0 2 on the other side. The permeable membrane is a thin film 
of silver supported by a porous plug or by a silver mesh. 


A technique for generating a supply of 
highly pure 0 2 from C0 2 has been devel- 
oped. First, atomic oxygen at a useful par- 
tial pressure is generated by glow-discharge 
dissociation of the C0 2 . The atomic oxy- 
gen is formed in the vicinity of a hot silver 
membrane and permeates through the 
membrane to a downstream region, where 
it thermally recombines into 0 2 and is 
pumped away to a storage tank. The pure 
oxygen thus stored is suitable for human 
consumption and other uses. 

The figure illustrates the technique 
schematically. C0 2 enters the chamber at 
a rate that maintains the pressure some- 
where between 0.5 and 2 torr (about 0.07 
to 0.3 kPa). A potential of 380 Vdc is ap- 
plied at the electrode, creating a glow dis- 
charge in which impacts of electrons on 
the C0 2 molecules cause the molecules 
to dissociate as follows: 

C0 2 + e~ — ► CO +0 + e” 

The atomic oxygen can recombine to 
form C0 2 or 0 2 , but it can also be ad- 
sorbed and dissolved in the hot silver mem- 
brane, ultimately permeating to the down- 
stream side where it recombines to form 
0 2 . The 0 2 is desorbed from the down- 
stream surface and is pumped into the 
storage tank, thus maintaining the low pres- 
sure on the downstream side and the con- 
comitant gradient of concentration across 
the membrane. 

In an experiment in which a dc electric 
field was used to create the glow dis- 
charge, a mass spectrometer detected 
an increase in the concentration of 0 2 
by several orders of magnitude until a 


steady-state level was reached. The glow 
discharge can also be created by radio- 
frequency and microwave energy with an 
appropriate electrode geometry to provide 


optimum kinetics for the flux of atomic 
oxygen incident on the membrane. 

This technique for generating oxygen 
was originally developed to convert the 
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Martian atmosphere of C0 2 to 0 2 for 
astronaut consumption. Other potential ap- 
plications include the purification of the at- 
mospheres in the Space Shuttle and the 
Space Station Freedom. The byproduct CO 
must be handled by other techniques. 


This work was done by R. A. Outlaw of 

Langley Research Center. For further in- 
formation, Circle 16 on the TSP Request 
Card. 

This invention is owned by NASA, and 
a patent application has been filed. In- 


quiries concerning nonexclusive or ex- 
clusive license for its commercial develop 
ment should be addressed to the Patent 
Counsel, Langley Research Center [see 
page 24], Refer to LAR-14398. 


Counteracting Gravitation in Dielectric Liquids 

Electric fields with suitable gradients produce vertical forces that oppose gravitation. 
NASA’s Jet Propulsion Laboratory, Pasadena, California 


The force of gravity in a variety of di- 
electric liquids (for example, helium, neon, 
oxygen, argon, and xenon) can be coun- 
teracted by imposing suitably contoured 
electric fields. This technique could make 
it possible to perform, on Earth, a vari- 
ety of experiments that previously could 
be performed only in outer space and, 
therefore, at great cost. The technique 
could also be used similarly in outer space 
to generate a sort of artificial gravitation. 

The technique is based on the follow- 
ing equation for the change in the pres- 
sure of a dielectric liquid to which an 
electric field is applied: 


. „ 1 dt r-0 

AP= 2 P d^ E 


where p is the density, e is the dielectric 
constant, and E is the electric field. This 
equation is valid as long as the only fun- 
damental thermodynamic property on 
which the dielectric constant depends 
is the density; this is expected to be the 
case for helium, neon, oxygen, nitrogen, 
argon, and xenon at the temperatures 
at which they are liquids. 

By equating the change in pressure 
shown above to the gravitationally in- 
duced change in pressure with depth in 
a liquid, one obtains the following equa- 
tion for the electric field necessary to 
counteract gravitation: 

dp 

where g is the gravitational accelera- 
tion and z is the height or depth coordi- 
nate. The gradient in E, dE/dz, should 
be directed so that |e| increases with 
height. Using the value of de/dp of liq- 
uid helium at 2 K, the equation be- 
comes E = 7.55x10 7 VF V/m, where z is 
in meters. This equation is plotted in Fig- 
ure 1. It has already been demonstrated 
that electric fields at least as large as 13 
MV/m can be applied to liquid helium 
without causing electrical breakdown. 
For other liquids, cte/c/p is larger, so that 
electric fields smaller than those for heli- 
um would be required. 

Figure 2 shows two designs of cells 
that can be built to implement this tech- 



Figure 1. The Horizontal Electric Field 
required to counteract gravitation in heli- 
um at 2 K has a vertical gradient. 

nique. In one design, the horizontal dis- 
tance between two curved electrodes is 
varied to yield the required vertical gra- 
dient of the horizontal electric field. In 
the other design, different voltages are 
applied to parallel electrodes arranged 
vertically. The voltages, which result in 
an electric field with approximately the 
required electric-field gradient, can be 
generated from a single high-voltage sup- 
ply by use of a voltage-dividing resistor 
network. 

If the applied voltage is 20 kV, curved 


electrodes are used, and maximum avail- 
able field in the design is restricted to 
about 10 MV/m in the case of 4 He at 2 
K, then the required horizontal distance 
between electrodes varies from 1.9 mm 
at the top to 2.7 mm at a depth of 10 
mm. If the applied voltage is 40 kV, the 
required width varies from 3.7 mm at 
the top to 5.3 mm at a depth of 10 mm. 

Perfect cancellation of gravitation 
across the entire width of such a cell is 
possible only if the electric field is hori- 
zontal across the entire width. In reality, 
such an alignment of electric-field lines 
is not possible when a gradient in the 
field is required. In the 20-kV and 40- 
kV cells described above, the maximum 
error resulting from the deviation of the 
field lines from horizontal alignment is 
estimated to be 0.0044 g and 0.0176 
g, respectively. If larger electric fields 
could be used without incurring break- 
down or heating, the resulting errors 
would be smaller: doubling the field 
would reduce the error by a factor of 8. 

This work was done by Ulf E. 
Israelsson, Henry W. Jackson, and Donald 
M. Strayer of Caltech for NASA’s Jet 
Propulsion Laboratory. For further in- 
formation, Circle lion the TSP Request 
Card. NPO- 18597 


Figure 2. Either 
of These Cells 

can be used to 
generate an 
electric field with 
a gradient like 
that of Figure 1 . 



TWO CURVED ELECTRODES MULTIPLE STRAIGHT, 

PARALLEL ELECTRODES 


High Voltage dc 
(Either Polarity) 


High Voltage dc 
(Either Polarity) 


NASA Tech Briefs, July 1993 


53 



f? 


Materials 


Microwave Pretreatment for Hydrolysis of Cellulose 

Microwave pretreatment greatly increases the efficiency 
of enzymatic hydrolysis of cellulosic feed mixtures. 


Lyndon B. Johnson Space Center, Houston, Texas 



This Apparatus Would Convert Cellulose to Sugars by use of a microwave pretreatment 
followed by enzymatic hydrolysis. 


Microwave pretreatment enhances the 
enzymatic hydrolysis of cellulosic wastes 
(e.g., paper, cornstalks, bagasse) into solu- 
ble saccharides that can be used as feed- 
stocks for foods, fuels, and other products. 
The low consumption of energy, high yield, 
and low risk of a proposed hydrolysis proc- 
ess that incorporates the microwave pre- 
treatment could make the process a viable 
alternative to composting. 

The figure is a schematic diagram of 
a proposed apparatus that would imple- 
ment the process. The cellulosic feed ma- 
terial would be mixed with an aqueous 
acid stream — typically 3 to 7 parts (by 
mass) of acetic acid (other acids can be 
used) and about 3 to 7 parts of water per 
part of cellulosic material. The resulting 
slurry would be irradiated with microwaves 
in a pressure vessel. During irradiation, the 
mixture would be agitated, and a pressure 
controller would adjust the microwave 
power to maintain the equilibrium pressure, 
preferably in a range from about 4 atm (0.4 
MPa) to about 10 atm (1 MPa). The tem- 
perature in the vessel would generally cor- 
respond to the saturation temperature. Typ- 
ically, this pretreatment would be carried 
out for 5 to 60 min. Experimental pretreat- 
ments have demonstrated the viability of 
the concept. It has been theorized that the 
treatment disrupts the crystallinity of cellu- 
lose-based polymers, thereby enhancing 
their affinity for enzymes, and that the acid 
is sorbed at sites in the polymers, enhanc- 
ing the impact of the radiation by preferen- 
tially absorbing microwave energy. 

After the pretreatment, the slurry would 
be sent through a depressurization valve 
to a separation vessel, which would retain 
the treated solids while the gas/liquid 
stream of water and acetic acid would be 
condensed and recycled for use in subse- 


quent pretreatment. The pretreated solids 
would be flushed with water or otherwise 
transferred from the separation vessel to 
a bioreactor. There, the solids would be 
mixed with a liquid reaction medium con- 
taining suitable enzyme(s) — for example 
cellulase, which is available commercial- 
ly and can be produced from a culture of 
the mold Trichoderma viride and the fun- 
gus Aspergillus niger. The preferred reac- 
tion medium would be an aqueous acetic 
acid buffered to a pH between 4.5 and 5.5 
and maintained at a temperature between 
35 °C and 45 °C. In experiments, nearly 
complete conversion of available polysac- 
charides has been accomplished in 72 
hours of such enzymatic digestion. 

The digested mass could be used as 
is or could first be passed through a sep- 
arator to remove such insoluble materials 
as undigested cellulose and hemicellulose, 
lignin, crude protein, and ash. The separa- 
tor could also separate the enzyme from 
the soluble sugars; the enzyme could be 
recycled to the bioreactor. 


Where further processing is desired, the 
resulting sugars (soluble saccharides) 
could be fermented into alcohols by yeasts 
or other suitable microbes. The resulting 
alcohols, in turn, could be used for fuels 
or as starting materials for other organic 
chemicals including acids, esters, alde- 
hydes, ketones, and hydrocarbons. The 
sugars could also be processed into car- 
bohydrates and protein foodstuffs by cultur- 
ing such other microbes as algae or fungi. 

This work was done by Halice S. 
Cullingford of Johnson Space Center 
Clifford E. George, and George ft Lightsey. 
For further information, Circle 6 on the 
TSP Request Card. 

This invention is owned by NASA, and 
a patent application has been filed. In- 
quiries concerning nonexclusive or ex- 
clusive license for its commercial develop- 
ment should be addressed to the Patent 
Counsel, Johnson Space Center [see page 
24], Refer to MSC-21936. 


Flexible Sandwich Diaphragms Are Less Permeable 

These diaphragms could be used in refrigerator compressors. 


Lyndon B. Johnson Space Center, Houston, Texas 


Diaphragms of a new type for use in re- 
frigerator compressors are made as lami- 
nates of commercially available elastomers 
and metals. The new diaphragms are flex- 
ible, but are less permeable by chlorofluo- 
rocarbon refrigerant fluids than are dia- 


phragms made of homogeneous mixtures 
of materials. 

In the effort to make flexible compress- 
or diaphragms relatively impermeable by 
chlorofluorocarbon refrigerants, specimen 
diaphragms were tested with Freon 502 


(48.8 weight percent CHCIF 2 +52.2 weight 
percent C^IFg), which has a strong ten- 
dency to permeate substances that might 
otherwise be useful in containing it. All 
specimens made of elastomeric (only) ma- 
terials were found to be highly permeable 


54 


NASA Tech Briefs, July 1993 


by Freon 502. This finding led to the in- 
vestigation of diaphragms in which imper- 
meable layers were sandwiched between 
layers of structurally tough material. 

Sandwich-type diaphragms made of elas- 
tomers with embedded impermeable thin 
sheets of metal and semirigid polymers 
were tested and found to have some utili- 
ty. In the fabrication of these diaphragms, 
continuous metal films of gold and plati- 
num/palladium 5 to 25 /wn thick were va- 
por-deposited on the surfaces of thin sheets 
of uncured neoprene W and epichlorohy- 
drin elastomers. Thin sheets of the un- 
cured elastomers were then laid on the 
exposed surfaces of the metal coats to 
create the sandwich structures. Each elas- 
tomer/metal/elastomer sandwich was then 
placed in a mold, and the elastomer was 
cured under heat and pressure to produce 
a fully vulcanized product. The completed 


diaphragms were used in a conventional 
manner. In some specimens, semirigid 
polymer films were substituted for the thin 
deposited metal sheets, and sandwich dia- 
phragms made with these materials were 
cured in the same way as were those that 
contained metals. 

Still other diaphragms were produced 
in much the same way except that the 
metal films on the surfaces of the uncured 
elastomer were not continuous but were 
in regular grid patterns. The resulting dia- 
phragms included many elastomer/elasto- 
mer connections at open spaces in the 
grid. These connections strengthened the 
overall diaphragm, providing greater re- 
sistance to wear by preventing delamina- 
tion during long use. Diaphragms made in 
this configuration exhibited V* to Vi the 
permeability of homogeneous elastomer 
(only) diaphragms, and have been exer- 


cised in test compressors for more than 
100 hours. 

This work was done by John G. 
Michalovic and Franklin A. Vassallo of 
CALSPAN Corfx Advanced Technology Cen- 
ter for Johnson Space Center. No further 
documentation is available. 

Title to this invention has been waived 
under the provisions of the National Aero- 
nautics and Space Act [42 U.S.C. 2457(f)], 
to CALSPAN Corp. Inquiries concerning 
licenses for its commercial development 
should be addressed to 
Roland Pilie 

Chairperson of Patent Committee 
CALSPAN Corp. 

PO. Box 400 
Buffalo, NY 14225 

Refer to M SC-21928, volume and number 
of this NASA Tech Briefs issue, and the 
page number. 


Screening for Microcracking by Testing Unbalanced Laminates 

Expensive, time-consuming thermal-cycling tests might be obviated. 


Lewis Research Center, Cleveland, Ohio 


An experimental study has demonstrat- 
ed the feasibility of a relatively fast ther- 
momechanical testing procedure for the 
screening and ranking of matrix/fiber com- 
posite materials with respect to resistance 
to microcracking. The procedure is intend- 
ed to replace comprehensive thermal- 



nate plate into a cylinder upon removal from 
a compression mold. 


cycling tests, which may ultimately be 
needed to characterize a candidate ma- 
terial that survives preliminary screening, 
but which consume too much energy, take 
too much time, and are too expensive for 
use in preliminary screening of many can- 
didate materials. 


The new procedure begins with the 
fabrication of a plate of unbalanced cross- 
ply (0°, 90° fiber orientations) matrix/fiber 
laminate. As used here, “unbalanced” 
means that with respect to the depths and 
orientations (0° or 90°) of the plies, the 
plate is not symmetrical about the plane 
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located haltway through its thickness. Be- 
cause of the asymmetry, the anisotropy of 
each layer, and the difference between the 
coefficients of thermal expansion of the 
matrix and fiber materials, residual stress- 
es are generated during fabrication and 
during the subsequent cooldown from the 
elevated curing temperature used in fabri- 
cation. These residual stresses give rise 
to strains, which can be measured. The 
basic idea underlying the new procedure 
is that these measured strains can be cor- 
related with the intralaminar cracking that 
is observed in conventional thermal-cy- 
cling tests and that is presumably caused 
by similar stresses. 

Immediately after fabrication, one com- 
ponent of the residual strain manifests 
itself visibly: upon removal from the mold, 
the plate acquires a cylindrical warp. The 
radius of curvature of the warp is easily 
measured (see figure) and used, along 
with pertinent data on the material and 
from the theory of laminates, to calculate 


the component of residual stress that 
causes the warp. It is also useful to deter- 
mine that temperature (which is not neces- 
sarily the curing temperature) at which the 
cylindrical-warping residual stress de- 
creases to zero. This is done by heating 
the plate and measuring its curvature as 
a function of temperature, the stress-free 
temperature being that temperature at 
which the plate becomes flat. Additional 
data on cracking can be obtained by use 
of the dye-penetrant inspection method to 
observe any surface damage resulting 
from excessive residual stresses. 

In the experimental study, the new test- 
ing procedure was applied to specimens 
of eight different unbalanced laminates 
made with graphite fibers: six with ma- 
trices of PMR-15 polyimide, one with a 
matrix of PMR-ll-50 polyimide, and one 
with a matrix of polyetheretherketone. The 
results of these experiments were com- 
pared with those of previous conventional 
thermal-cycling tests of balanced speci- 


mens. The combined results show that the 
surface conditions of the laminates affect 
the severity of cracking and the propaga- 
tion of cracks, and both types of tests gave 
similar indications with respect to resis- 
tance to microcracking. Thus, it appears 
that the new test can be used for the quali- 
tative screening of matrix/fiber combina- 
tions and surface treatments for resistance 
to microcracking. 

This work was done by Kenneth J. 
Bowles of Lewis Research Center and 

Demetrios S. Papadapoulos of Case 
Western Reserve University. Further infor- 
mation may be found in NASA TM-102517 
[N90-21124], "Screening for Microcrack- 
ing by Testing Unbalanced Laminates." 

Copies may be purchased [prepayment 
required] from the National Technical In- 
formation Service, Springfield, Virginia 
22161, Telephone No. (703)487-4650. Rush 
orders may be placed for an extra fee by 
calling (800) 336-4700. 

LEW-15184 


Safe Replacement for Asbestos in Nickel/ Hydrogen Cells 

Polyethylene fibers and potassium titanate particles perform as well as asbestos. 

Lewis Research Center, Cleveland, Ohio 


A new material for the separators of 
nickel-hydrogen electrochemical cells of- 
fers performance similar to that of the as- 


bestos separator material used heretofore, 
but without the adverse health effects of 
asbestos. Because of these adverse ef- 


fects, suppliers are no longer willing to 
continue producing asbestos separators 
in the long term. 

In one version, a separator contains 
pure polyethylene fibers, and may or may 
not contain supplementary latices as bond- 
ing agents. In a standard wet-laying paper- 
making process, the fibers are pressed in- 
to a mat, then dried. The mat can be used 
as is or pressed further in a hot calender 
stack to soften and fuse the fibers at their 
crossing points. This treatment reduces 
porosity and increases the resistance of 
the mat to passage of air bubbles under 
pressure. 

In an alternative version, a matrix of 20 
to 40 percent polyethylene fibers and 60 
to 80 percent potassium titanate particles 
is formed on a paper machine, then dried. 
It, too, can be treated by hot calendering. 
Both versions have performed satisfactori- 
ly in short-term tests in nickel/hydrogen 
cells. 

This work was done by William E. Scott 
of Miami University for Lewis Research 
Center. No further documentation is 
available. 

LEW-15051 
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Computer Programs 

These programs may be obtained at a very 
reasonable cost from COSMIC, a facility spon- 
sored by NASA to make computer programs 
available to the public. For information on 
program price, size, and availability, circle the 
reference number on the TSP and COSMIC 
Request Card in this issue. 



Computing Thermodynamic 
and Transport Properties 

CET89 computes composi- 
tions in chemical equilibrium 
and properties of mixtures. 

Scientists and engineers need data on 
compositions for a chemical system in 
equilibrium as well as the resulting thermo- 
dynamic and transport mixture properties. 
This information is essential in the design 
and analysis of such equipment as com- 
pressors, turbines, nozzles, engines, shock 
tubes, heat exchangers, and chemical- 
processing equipment. The substantial 
amount of numerical computation required 
to obtain equilibrium compositions and 
transport properties for complex chemical 
systems led scientists at NASA's Lewis 
Research Center to develop CET89, a pro- 
gram designed to calculate the thermody- 
namic and transport properties of these 
systems. 

CET89 calculates compositions in chem- 
ical equilibrium and the properties of mix- 
tures for any chemical system for which 
thermodynamic data are available. Gen- 
erally, mixtures may include condensed 
and gaseous products. CET89 provides the 
following options: it (1) obtains chemical- 
equilibrium compositions and correspond- 
ing thermodynamic mixture properties for 
assigned thermodynamic states, (2) cal- 
culates dilute-gas transport properties of 
complex chemical mixtures, (3) obtains 
Chapman-Jouguet detonation properties 


for gaseous mixtures, (4) calculates the 
properties of incident and reflected shocks 
in terms of assigned velocities, and (5) 
calculates theoretical performance of a 
rocket for both equilibrium and frozen com- 
positions during expansion. The rocket per- 
formance may be based on the optional 
models of a finite or infinite area combustor. 

CET89 accommodates problems that 
involve up to 24 reactants, 20 elements, 
and 600 products (400 of which may be 
condensed). The program includes a li- 
brary of thermodynamic and transport 
properties in the form of least-squares co- 
efficients for possible reaction products. 
It includes thermodynamic data for over 
1 ,300 gaseous and condensed species for 
temperatures ranging from 300 to 5,000 K. 
Also provided are transport data for 151 
gases. 

This program was written by B. McBride 

of Lewis Research Center and Sanford 
Gordon of Sanford Gordon & Associates. 
For further information, Circle 102 on the 
TSP Request Card. 

LEW-15113 

Computing Properties of 
Pure and Mixed Fluids 

Changes of phase and mix- 
tures of phases are included. 

Scientists at NASA’s Lewis Research 
Center and across the United States 
working on the National Aero-Space 
Plane (NASP) Project required software 
to compute the physical properties of 
pure fluids, mixtures of fluids, and mix- 
tures of phases. GASPLUS was creat- 
ed at Lewis as a two-part code: the first 
designed for use with pure fluids and 
the second designed for use with mix- 
tures of fluids and phases. The first part 
of the code was created by coupling 
Lewis' existing pure fluid codes GASP, 
WASP, BT, and GASPAI to a user-friendly 
interface; the second part was created 
by writing a separate new code. 

The pure-fluid side of GASPLUS is 


designed to calculate various physical 
properties for such fluids as hydrogen 
(ortho, normal, and para), oxygen, nitro- 
gen, methane, carbon monoxide, car- 
bon dioxide, water, argon, neon, helium, 
and ethylene glycol. It generates prop- 
erties of fluids in the liquid phase (in- 
cluding saturated liquids and subcooled 
and compressed liquids), the vapor 
phase (including saturated vapors and 
superheated and supercritical fluids), 
the solid phase, and the vapor and liq- 
uid phases in equilibrium. This pure-flu- 
id part of GASPLUS is a user-friendly 
code coupled with diagnostics designed 
to minimize errors in engineering uses. 

The mixture side of the code pro- 
vides properties of air [either National 
Institute of Standards and Technology 
(NIST) “standard" composition or with 
varying amounts of oxygen, nitrogen, ar- 
gon, carbon dioxide, neon, and helium], 
wet air, hydrogen mixtures, and aque- 
ous ethylene glycol. This part of GAS- 
PLUS predicts properties of saturated 
vapor/liquid phases, saturated solid/liq- 
uid phases (including slush hydrogen), 
and saturated vapor/liquid/solid phas- 
es of pure fluids and mixtures. GAS- 
PLUS cannot compute the properties 
of all combinations of phases of all mix- 
tures of fluids, but it includes instruc- 
tions and diagnostics to protect the user. 

The entire code is available in inter- 
active or "callable” form and comes com- 
plete with a user's manual, which details 
the separate parts of GASPLUS in dif- 
ferent chapters and contains numerous 
examples of the use of the code. The 
code is available only with English units 
at present. GASPLUS is considered “en- 
gineering-grade" software, but it typi- 
cally produces results to within 1 to 3 
percent of current NIST data. 

Both parts of GASPLUS are designed 
in modular form: given normal inputs of 
temperature and/or pressure (other in- 
puts are occasionally allowed), individual 
subroutines calculate values of enthalpy, 
entropy, density, saturation pressure or 
temperature (or bubble-point pressure 
and dew-point pressure or bubble-point 
temperature and dew-point tempera- 
ture in the case of a mixture of fluids), 
heat capacity, thermal conductivity, vis- 
cosity, speed of sound, quality, latent heat 
of vaporization, surface tension, critical 
pressure, critical temperature, freezing 
temperature, and derivative of pres- 
sure with respect to temperature within 
reasonable temperature and pressure 
conditions. While GASPLUS can com- 
pute properties at elevated tempera- 
tures and pressures, it is not intended 
for combustion calculations inasmuch 
as it does not predict properties of dis- 
sociated species or contain informa- 
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tion on the kinetics of reactions at high 
temperatures. 

Because it was intended as a pre- 
cursor to a system-level analysis code, 
GASPLUS has an engineering orienta- 
tion that is demonstrated by such cap- 
abilities as a unique isenthalpic, macro- 
scopic-phase-determination or “flash” 
routine, which works as follows: A heat- 
transfer calculation typically involves the 
addition of a known quantity of enthal- 
py per unit mass to a fluid, the former 
conditions of pressure, enthalpy, and 
phase composition of which are known. 
This isenthalpic-flash routine accepts the 
final conditions of total enthalpy and pres- 
sure, it recognizes that masses of fluids 
have not changed, and it computes the 
correct temperature and fluid phase com- 
position at the outlet. If multiple phases 
result, it computes the type and quanti- 
ty (i.e. , quality) of each phase. If the flu- 
id is originally a mixture and the com- 
puted outlet conditions indicate a vapor 
and liquid phase in equilibrium, the rou- 
tine apportions the fluid components to 
the two phases. If the fluid is a pure liq- 
uid initially and is cooled, the routine 
tells the user the correct outlet temper- 
ature and whether any solids (as with 
slush hydrogen) have formed. A similar 
routine that uses entropy is available. 

GASPLUS offers routines for mathe- 
matical modeling of conditions of fluids 
in pumps, turbines, compressors and 
other machines. Other routines for cal- 
culating the performance of a para/or- 
tho-hydrogen reactor and the heat of 
the para/normal-hydrogen reaction as 
well as a unique convergence routine 
further demonstrate the engineering fla- 
vor of GASPLUS. 

GASPLUS was developed between 
1986 and 1988. Future enhancements 
could easily expand the code to enable 
it to predict the properties of many other 
pure fluids and mixtures. Data for such 
calculations are readily available from 
NIST (DIPPR data package). 

GASPLUS is written in FORTRAN 77 
for DEC VAX-series computers and is 
known to run on VAX and IBM main- 
frame systems. Because of some non- 
ANSI-standard FORTRAN in the pure- 
fluid routines, GASPLUS cannot be 
compiled on CYBER computers. This 
program is available in DEC VAX BACK- 
UP format on a 9-track, 1,600-bit/in. (630- 
bit/cm) magnetic tape (standard distri- 
bution) or on a TK50 tape cartridge. A 
PC version will soon be available. 

DEC VAX and VMS are trademarks 
of Digital Equipment Corp. IBM and 
IBM PC are trademarks of International 
Business Machines Corp. CYBER is a 


trademark of Control Data Corp. 

This program was written by J. R. 
Fowler of Sverdrup Technology, Inc., 
and Robert C Hendricks of Lewis Re- 
search Center. For further information, 
Circle 20 on the TSP Request Card. 
LEW- 15091 



Mechanics 


Computing Pressure-vs.- 
Volume Properties of 
Bellows 

SHELL computes 
displacements for use in 
other computer programs. 

A majority of the liquid-fueled rockets 
developed in the past have been plagued 
by an instability known as POGO. The 
POGO phenomenon involves dynamics of 
the vehicle structure, dynamics of the pro- 
pellant in the feedline, and the engine dy- 
namic transfer function. Each of these three 
items must be accurately known to deter- 
mine stability. 

Metallic bellows are commonly used as 
segments of propellant feedlines for rocket- 
propelled vehicles to accommodate tem- 


perature-induced variations in length, man- 
ufacturing tolerances, and gimbaling of the 
engines. These bellows sections deform 
radially, and their volumes change, when 
internal pressures vary; the magnitudes of 
such deformations are much greater than 
those of the straight, cylindrical segments 
of the feedlines. Also, the greater flexibility 
of a bellows decreases the frequency of 
acoustic oscillations in the affected feedline. 

The calculation of elastic stiffness is dif- 
ficult because of the radial deformation of 
a bellows section. The SHELL computer 
program was developed specifically to cal- 
culate changes in volume of a bellows 
caused by changes in internal pressure. 
Input to the program consists of tables that 
describe the bellows material, the geom- 
etry of the convolutions, and loading. The 
output gives displacements and changes 
in volume that can be used for analysis of 
POGO or of water hammers. 

SHELL is written in standard FORTRAN 
77. This program was originally developed 
on a Univac 1 100-series computer and has 
been successfully implemented on IBM 
370-series computers running MVS and on 
DEC VAX-series computers running VMS. 
The main memory requirement for running 
SHELL under VMS is 1 16K. The program 
source code, IBM job-control language for 
compiling and running SHELL, and sam- 
ple input are provided with the program. 
SHELL is available on a 9-track, 1 ,600-bit/ 
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in. (630-bit/cm) ASCII CARD IMAGE mag- 
netic tape. This program was developed 
in 1989. 

IBM is a trademark of International Busi- 
ness Machines Corp. DEC, VAX, and VMS 
are registered trademarks of Digital Equip- 
ment Corp. Univac 1 1 00 is a trademark of 
Unisys Corp. 

This program was written by Larry Kiefling 

of Marshall Space Right Center. For fur- 
ther information, Circle 24 on the TSP Re- 
quest Card. 

MFS-28436 


Program Determines 
Minimum-State Approxi- 
mations to Unsteady 
Aerodynamic Forces 

MIST implements the 
minimum-state method for 
determining rational approxi- 
mations of the matrix of aero- 
dynamic force coefficients. 

Various techniques for the analysis, 
design, and simulation of aeroservoe- 
lastic systems require the equations of 
motion to be cast in a linear, time-in- 
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variant state-space form. In order to ac- 
count for unsteady aerodynamics by use 
of the first-order equations of the state- 
space formulation, rational-function ap- 
proximations must be obtained. The MIST 
computer program determines minimum- 
state approximations of the matrix of 
the coefficients of the unsteady aero- 
dynamics forces. 

The minimum-state method facilitates 
the design of lower-order control systems, 
analysis of the performances of control 
systems, and near-real-time simulation 
of such aeroservoelastic phenomena as 
the outboard-wing acceleration response 
to gust velocity. Engineers who use the 
MIST program can calculate minimum- 
state rational approximations of the gen- 
eralized unsteady aerodynamic forces. 
By use of the minimum-state formula- 
tion of the state-space equations, they 
can obtain state-space models with good 
open-loop characteristics while reduc- 
ing the number of aerodynamic equa- 
tions by an order of magnitude more than 
traditional approaches do. These low- 
order state-space mathematical mod- 
els are good for design and simulation 
of aeroservoelastic systems. 

The computer program, MIST accepts 
complex tabular data representing the 
generalized unsteady aerodynamic forces 
over a set of reduced frequencies. It then 
determines approximations to these tab- 
ular data in the Laplace domain by use 
of rational functions. MIST provides the 
capability to select the coefficients of 
the denominator in the rational approx- 
imations, to constrain the approximation 
selectably without increasing the size of 
the problem, and to determine and em- 
phasize critical frequency ranges in de- 
termining the approximations. 

MIST provides two data-weighting op- 
tions. The first weighting is a traditional 
normalization of the aerodynamic data 
to the maximum unit value of each aero- 
dynamic coefficient. The second involves 
weighting the importance of different tab- 
ular values in determining the approxi- 
mations based upon physical charac- 
teristics of the system. Specifically, the 
physical weighting capability is such that 
each tabulated aerodynamic coefficient, 
at each reduced-frequency value, is 
weighted according to the effect of an 
incremental error of this coefficient on 
aeroelastic characteristics of the sys- 
tem. In both cases, the resulting approx- 
imations yield a relatively low number of 
aerodynamic-lag states in the subse- 
quent state-space model. 

MIST is written in ANSI FORTRAN 77 
for DEC VAX-series computers running 
VMS. It requires approximately 1 Mb of 
random-access memory for execution. 
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The standard distribution medium for 
this package is a 9-track, 1,600-bit/in. 
(630-bit/cm) magnetic tape in DEC VAX 
FILES-11 format. It is also available on a 
TK50 tape cartridge in DEC VAX BACK- 
UP format. MIST was developed in 1991. 

DEC VAX and VMS are trademarks of 
Digital Equipment Corp. FORTRAN 77 
is a registered trademark of Lahey Com- 
puter Systems, Inc. 

This program was written by Mordechay 
Karpel of National Research Council and 
Sherwood T. Hoadley of Langley Re- 
search Center. For further information, 
Circle 72 on the TSP Request Card. 
LAR- 14893 

Space-Plane Spreadsheet 
Program 

HYPERDATA provides 
data from three preliminary 
analyses of tentative 
design concepts. 

In an effort to place payloads into or- 
bit at the lowest possible costs, the use 
of air-breathing space planes, which re- 
duces the need to carry the propul- 
sion-system oxidizer, has been exam- 
ined. Inasmuch as space planes would 
be required to fly at hypersonic speeds 
for times much greater than those re- 
quired of rockets, many factors must 
be considered when analyzing the ben- 
efits of the space-plane approach. The 
Basic Hypersonic Data and Equations 
(HYPERDATA) spreadsheet computer 
program provides data gained from 
three analyses of the performance of a 
space plane. The equations used to 
perform the analyses are derived from 
Newton’s second law of physics (i.e., 
force equals mass times acceleration); 
the derivation is included. 

The first analysis is a parametric 
study of some basic factors that affect 
the ability of a space plane to reach or- 
bit. Included in this step is a calculation 
of fraction, constituted by the fuel, of 
the total mass of the space plane at 
takeoff. The user can vary the altitude, 
the heating value of the fuel, the orbital 
gravitation, and the orbital velocity. 

The second analysis includes a cal- 
culation of the thickness of a spherical 
fuel tank. For the purpose of this analy- 
sis, it is assumed that all of the mass of 
the vehicle (except that of fuel) is con- 
centrated into the shell of the tank. This 
analysis provides a first-order estimate 
of how much material is required by a 
design in which the fuel represents a 
large portion of the total mass of the 


vehicle. In this step, the user can vary 
the values of gross weight, density of 
material (except fuel), and density of 
fuel. 

The third analysis produces a ratio 
between the volume of fuel and the 
total mass for each of various aircraft. It 
shows that the volume of fuel per unit 
mass required for a liquid-hydrogen 
fuel is much larger than is the corre- 
sponding ratio for any other vehicle 
made. 

HYPERDATA is intended for use 
on Macintosh-series computers running 
Microsoft Excel 3.0. The standard dis- 


tribution medium for this package of 
software is a 3.5-in. (8.89-cm), 800K 
diskette in Macintosh format. Docu- 
mentation is included in the price of the 
program. 

Macintosh is a registered trademark 
of Apple Computer, Inc. Microsoft is a 
registered trademark of Microsot Corp. 

This program was written by Dale 
Mackall of Dryden Flight Research Fa- 
cility for Ames Research Center. For 
further information, Circle 105 on the 
TSP Request Card. 
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for 386 & 486 based PCs with extended Memory 



VM (extended Memory) is a computer algebra 
^ system designed especially for power 
users who need to do large symbolic math prob- 
lems as well as heavy duty number crunching. 

“Industrial strength" DERIVE XM 
operates identically to the original, menu-driven 
DERIVE, A Mathematical Assistant program. 
DERIVE XM provides the same features and func- 
tions, intelligently applying the rules of mathematics 
to solve symbolic and numeric problems in algebra, 
trigonometry, calculus, and matrix algebra. 

In addition, DERIVE XM can make use of up to 
4 gigabytes (4 billion bytes) of extended memory. 

DERIVE XM is a powerful tool for mathematicians, 
engineers, and scientists. It’s easy to use, and the 
size of problems you can solve is limited only by your 
computer's memory and speed. 

DERIVE XM requires a 386 or 486 based 
PC compatible computer with 2 or more megabytes 
of memory. The suggested retail price is $375. 
Contact Soft Warehouse for a list of dealers. 
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Interactive DIF Generator 

This program serves 
as a specialized editing 
tool for directory 
interchange format files. 

The Interactive DIF Generator (IDG) 
computer program serves as a utility to 
generate and manipulate directory inter- 
change format (DIF) files. Its purpose as 
a specialized text editor is to create 
and update DIF files, which can be sent 
to NASA's Master Directory, also re- 
ferred to as the International Global 
Change Directory at Goddard Space 
Flight Center. Many government and uni- 
versity data systems use the Master 
Directory to advertise the availability of 
research data. 

The IDG interface consists of a set of 
four windows: (1) the IDG main window, 
(2) a text-editing window, (3) a text-for- 
matting and -validation window, and (4) 
a file-viewing window. The IDG main win- 
dow starts up the other windows and 
contains a list of valid keywords. 

The keywords are loaded from a file 
designated by the user, and selected 
keywords can be copied into any active 
editing window. Once activated, the edit- 
ing window designates the file to be 
edited. Upon switching from the editing 
window to the formatting-and-valida- 
tion window, the user has options for 
making simple changes to one or more 
files; for example, inserting tabs, align- 
ing fields, and indenting groups. The 
viewing window is a scrollable read- 
only window that enables fast viewing 
of any text file. 

IDG is an interactive software tool 
and requires a mouse or a trackball to 
operate. IDG uses the X Window Sys- 
tem to build and manage its interactive 
forms; it also uses the Motif widget set 
and runs under Sun UNIX. 

IDG is written in C language for Sun 
computers running SunOS. This pack- 
age requires the X Window System, 
Version 11 Revision 4, with OSF/Motif 
1.1. IDG requires 1.8 Mb of hard-disk 
memory. The standard distribution me- 
dium for IDG is a 0.25-in. (6.35-mm) 
streaming-magnetic-tape cartridge in 
UNIX tar format. It is also available on a 
3.5-in. (8.89-cm) diskette in UNIX tar 
format. The program was developed in 
1 991 and is a copyrighted work with all 
copyright vested in NASA. 

SunOS is a trademark of Sun Micro- 


systems, Inc. X Window System is a 
trademark of the Massachusetts Insti- 
tute of Technology. OSF/Motif is a trade- 
mark of Open Software Foundation, Inc. 
UNIX is a trademark of Bell Labora- 
tories. 

This program was written by Larry E. 
Preheim, Laraine Amy, and Jimmie D. 
Young of Caltech for NASA’s Jet Pro- 
pulsion Laboratory. For further infor- 
mation, Circle 34 on the TSP Request 
Card. 

NPO- 18851 

Mission-Clock-Display 
Software Tool 

Displays that can include 
images of alarm clocks 
illustrate the temporal 
statuses of multiple events. 

MCLK is a customizable clock-display 
computer program with a Motif user in- 
terface. The program can be used to 
keep track of such multiple “milestone” 
events as those that occur during count- 
downs in spacecraft launches, and can 
alert the user when an event time has 
been reached. In addition, the program 
can display time from several time zones. 
Real time is measured in Coordinated 
Universal Time. 

All elements in the display window 
are completely movable. The software 
includes an object-oriented editor that 
enables a user to configure the display 
window interactively, with easy and fast 
on-screen editing capabilities. The pro- 
gram is unique in that it can be used to 
create such graphical objects as clocks 
and milestone alarm clocks that have 
specific, editable attributes. This pro- 
gram does not require computer exper- 
tise, and it is user-friendly. 

MCLK is written in C language for 
computers of the Sun3 and Sun4 series. 
The MCLK source code requires X 
Windows Version 11 Revision 4 and the 
Motif 1.1 widget set to compile and run. 
The standard distribution medium for 
this program is a 0.25-in. (6.35-mm) 
streaming-magnetic-tape cartridge in 
UNIX tar format. It is also available on a 
3.5-in. (8.89-cm) diskette in UNIX tar 
format. The program was developed in 
1 991 and is a copyrighted work with all 
copyright vested in NASA. 

This program was written by Christine 
Aguilera, Susan C. Murphy, Kevin J. 
Miller, and Ana Maria P. Guerrero of 
Caltech for NASA’s Jet Propulsion 
Laboratory. For further information, Cir- 
cle 71 in the TSP Request Card. 

NPO- 18742 
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Software for Fault-Tree 
Diagnosis of a System 

FTDS facilitates construction 
and use of fault trees. 

When a system fails, it is necessary 
to determine the cause of the malfunc- 
tion to restore the functional capacity 
of the system. The Fault Tree Diagnosis 
System (FTDS) computer program is an 
automated-diagnostic-system program 
that identifies the likely causes of a spe- 
cified failure on the basis of information 
represented in system-reliability math- 
ematical models known as fault trees. 
A fault tree is a graphical representa- 
tion of the logical relationships among 
the components in a system. The struc- 
ture of the tree describes how the sys- 
tem can reach an undesired state. 

FTDS is a modified implementation 
of the failure-cause-identification phase 
of Narayanan’s and Viswanadham’s 
methodology for acquisition of knowl- 
edge and reasoning in analyzing failures 
of systems. The failure-cause-identifica- 
tion process outlined by Narayanan and 
Viswanadham is based on knowledge 
bases of if/then rules constructed direc- 
tly from a fault-tree representation of the 
system to be diagnosed. In FTDS, the 
knowledge base of if/then rules has been 
replaced with an object-oriented fault- 
tree representation. This enhancement 
yields more-efficient identification of caus- 
es of failures and enables dynamic up- 
dating of the knowledge base. 

FTDS can be run in several configu- 
rations: (1) the diagnosis software mod- 
ule in stand-alone mode, (2) the diag- 
nosis module coupled with a graphical 
displayer, and (3) the graphical-display 
program running stand-alone. Software 
requirements vary according to which 
configuration is being used. When the 
diagnosis module is run in stand-alone 
mode, all input is entered via command 
lines, and results of the diagnosis are 
displayed in a list. In the second config- 
uration, the command-line input is sim- 
plified since information about the sys- 
tem being diagnosed can be entered 
interactively via the displayer. In this mode, 
the forward and backward chaining proc- 
esses and the results of the diagnosis 
can also be displayed graphically. In the 
third configuration, the diagnosis mod- 
ule has been run previously with the dis- 
player to produce an output script, which 
is used as input to the graphical display- 
er. FTDS also includes the Tree Editor, 
which provides a graphical means of en- 
tering a fault tree and builds the input 
file to be used by FTDS automatically. 

FTDS is written in C language, C++, 
and Common LISP for use on UNIX work- 
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stations. The diagnosis module itself re- 
quires Common LISP with Flavors ex- 
tensions and foreign functions extensions. 
This module can be run on a variety of 
computers from a Mac II to a Sun 
SPARCstation, as long as the LISP pro- 
gramming environment is available. The 
two graphical utility programs that make 
the use of the diagnosis module much 
easier (Displayer and Tree Editor) require 
LEX, XII release 4, Interviews 2.6, and 
Gnu C++ 1.37. A color monitor is rec- 
ommended. The standard distribution 
medium for FTDS is a 0.25-in. (6.35- 
mm) streaming-magnetic-tape cartridge 


in UNIX tar format. It is also available on 
a 3.5-in. (8.89-cm) diskette in UNIX tar 
format. FTDS was developed in 1991. 

UNIX is a registered trademark of AT&T 
Bell Laboratories. Sun and SPARCsta- 
tion are trademarks of Sun Microsys- 
tems, Inc. X Windows System, Version 
11 is a trademark of MIT. 

This program was written by Dave 
Iverson and Ann Patterson-Hine of Ames 
Research Center and Jack Liao of the 
University of California, Santa Cruz. For 
further information, Circle 42 on the 
TSP Request Card. 

ARC-13019 



All New:So\\6 Models Automatically 
From Wireframe CAD! 


A 

Design the part using Algor or any major CAD system’. 
The design shown is a "sine fixture key" manufactured by 
Jergens, Inc. of Cleveland, Ohio, U.S.A. It is used to locate 
jigs and fixtures and position parts on machine tool tables. 
The basic geometry can be FULLY PARAMETRIC. 

B 

Press a button and you "poof" a precise NURBS surface- 
based solid model. The NURBS surface representation is a 
standard way to interchange surface and solid models 
among major CAD systems and machine tools. 

C 

Press another button and you make a complete surface 
mesh from the parametric geometry and optional mesh 
parameters. This process is fully automatic. At this stage 
you can apply your loads and boundary conditions for finite 
element analysis. 

D 

Press a third button and you have the solid FEA model 
ready for processing. For your information, a portion of the 
model has been cut away using Algor's Hide option. In 
reality, there is no need to bother viewing the interior mesh. 

E 

Press one more button and you transfer your model to any 
Algor FEA processor. A typical ’Sliced" stress analysis 
results contour is shown. Optionally, you can export this 
model to ANY OTHER VENDOR'S FINITE ELEMENT 
ANALYSIS PROGRAM" using Algor's well documented 
neutral file format. 

F 

The final machined part! 


■ Import from and export to such systems as those from Parametric Technologies 
Corporation. Computervision, Autodesk. Aries Technology. Inc.. IBM, SORC. Inter- 
graph. '• Such as systems from The MacNeal-Schwendler Corporation. Structural 
Research & Analysis Corp., Swanson Analysis Systems, Inc., PDA Engineering 
Copyright © 1993 Algor, Inc, 
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Now every company can 
have world class design 
software with world class 
engineering built in. 

Algor is a world leader in engineer- 
ing design and analysis software. 
More than 10,000 engineers in 50 
states and more than 60 countries 
prefer Algor software's modeling 
and engineering power. 

• Linear stress, vibration and natural 
frequency, steady-state and 
transient heat transfer, nonlinear 
heat transfer, steady-state and 
transient fluid flow, composite 
elements, electrostatic 

• High-end nonlinear stress, 
vibration and natural frequency 
finite element analysis 

• ASME piping analysis with code 
checking 

• Kinematics and rigid-body 
dynamics 

Available for DOS 
and UNIX workstations. 

+RLGDR 

150 Beta Drive 

Pittsburgh, PA 15238-2932 USA 
412-967-2700 Fax: 412-967-2781 
In California: 714-564-2541 
Tokyo: +81 (3) 3589-6148 
Europe (UK): +44 (784) 442 246 
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Mechanics 

Conjugate-Gradient Algorithms for Dynamics of Manipulators 

Fast serial and parallel algorithms are being developed. 

NASA's Jet Propulsion Laboratory, Pasadena, California 


Algorithms for serial and parallel com- 
putation of the forward dynamics of multi- 
ple-link robotic manipulators by the conju- 
gate-gradient method are being developed. 
The parallel algorithms, especially, have 
potential for the speedup of computations 
on multiple linked, specialized processors 
that could be implemented in very-large- 
scale integrated circuits. Such processors 
would be used to simulate dynamics, pos- 
sibly faster than in real time, for purposes 
of planning and control. For example, a 
human operator could view planned mo- 
tions of a robot shortly before command- 
ing the robot to execute them. 

The forward-dynamics problem is to com- 
pute the joint accelerations, given the vec- 
tors of joint positions and velocities and 
the forces and torques applied to them. 
The conjugate-gradient method of solving 
this problem has been described in pre- 
vious articles in NASA Tech Briefs. In sum- 
mary, the conjugate-gradient method is an 
iterative-optimization method in which the 
solution is found by descent in an abstract 
o-dimensional space (where n is the num- 
ber of degrees of freedom of the manipu- 
lator) along the gradient of an objective 
function, the minimum of which represents 
the global optimum and the solution. 

The particular version of the conjugate- 
gradient method that is favored for the de- 
velopmental algorithms is called the di- 
agonal-scaling, preconditioned-conjugate- 
gradient (DS-PCG) method. Preconditioning 
is needed to reduce the number of itera- 


tions sufficiently to make the conjugate- 
gradient method competitive with or superi- 
or to other methods in parallel computation 
of forward dynamics. Preconditioning in 
general is effected via matrix multiplica- 
tions. In the DS-PCG method, the precondi- 
tioning matrix is a positive definite diagonal 
matrix composed of the diagonal elements 
of the mass matrix. 

The theoretical foundation of the DS- 
PCG method has been established and 
analyzed by use of a modified Newton- 
Euler formulation of the dynamics. This for- 
mulation incorporates the concept of an 
augmented body, which is a subchain of 
manipulator links treated as a composite 
rigid body for the purposes of some of the 
equations that appear in the dynamical al- 
gorithms. This formulation is highly efficient 
for both serial and parallel computation. 

The theoretical analysis shows that DS- 
PCG algorithms offer an efficient alterna- 
tive for the computation of the dynamics 
of multiple-rigid-link manipulators when im- 
plemented on a number (of the order of n) 
of processors. The table presents some 
of the results of the analysis, showing the 
number of computations required in DS- 
PCG and a few other algorithms. In addi- 
tion, the architectural features (regarding 
interconnections and communications 
among processors) of computing systems 
needed to implement the DS-PCG algo- 
rithms were analyzed: The DS-PCG algo- 
rithms were found to involve simple require- 
ments with respect to synchronization and 


Forces, Torques, Processor 

Velocities, and Memory 

Coordinates Module 



A Simple Linear Array of seven processors 
can implement a DS-PCG algorithm for par- 
allel computation in the case n = 7. 


communication (see figure), and thus to 
be particularly suitable for implementation 
in very-large-scale integrated circuitry. 

This work was done by Amir Fijany and 
Robert E. Scheid of Caltech for NASA’s 
Jet Propulsion Laboratory For further 
information, Circle 78 on the TSP Request 
Card. NPO-18567 


Algorithm 

Cost of Computation: 
Number of Arithmetic Operations 

Number of 
Processors 

Speedup 

Factor 

In General 

o = 7 

Serial 

Prior Algorithm Without Explicit Com- 
putation and Inversion of Mass Matrix 

682o- 371 

4,403 

1 

— 

Prior Algorithm With Explicit Comput- 
tion and Inversion of Mass Matrix 

(1/3)n 3 + (43/2)n 2 + (2,149/6)n -113 

3,562 

1 

— 

DS-PCG Algorithm 

77n 2 + 368n-99 

6,390 

1 

— 

Parallel 

Prior Algorithm With Explicit Comput- 
tion and Inversion of Mass Matrix 

5o +81 Rogjol +409 

687 

o(o + 1)/2 

6.4 

Classical (Not Preconditioned) 
Conjugate-Gradient Algorithm 

Mollog^l +79 o +6lHog 2 ol +211 

1,241 

n 

3.5 

DS-PCG Algorithm 

7ollog 2 ol +29o +60fiog 2 o1 +301 

831 

2o 

5.3 


The Costs of Computation and Relative Speeds of several algorithms were analyzed theoretically. 
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Flexure Test for Off-Axis Unidirectional 

Undesired torques are eliminated by use of rotatable mounts. 
Langley Research Center, Hampton, Virginia 


An improved flexure test yields da- 
ta on the ply strength of an off-axis 
unidirectional composite material. “Ply 
Strength" denotes loosely the levels 
of multiaxial stresses that cause ply 
cracks: In a typical structure under 
load, ply cracks develop under the 
combination of a tensile stress perpen- 
dicular to the fibers and a shear stress 
parallel to the fibers. The improved flex- 
ure test helps to determine the com- 
bined effect of these two stresses. Ply- 
stength data provide a basis for predict- 
ing the onset of damage in composite 
structures and serve as a measure of 
the fiber-matrix adhesion. 

Heretofore, little testing has been 
done to measure ply strengths under 
multiaxial stresses. Some older tests 
have used off-axis tension specimens 
that are limited by stress-concentration 
problems caused by end-grip restraint. 
Other tests have used expensive tubu- 
lar specimens, which are also subject 
to grip-restraint problems. Attempts to 
test off-axis specimens under bending 
loads have been complicated by the 
bending-twist phenomenon. This phe- 
nomenon gives rise to twisting torques 
and eccentric loads that generate com- 
plicated nonuniform stresses, which are 
difficult to analyze and are unsuitable 
for characterization of ply strength. 

The improved flexure test (see fig- 
ure) is an updated version of the three- 
point bending test. Specimens are cut 
from a unidirectional composite lami- 
nate (the fibers in all plies lie along the 
same direction) with the fibers oriented 
at an angle, a, with respect to the longi- 


tudinal beam axis. Each specimen is 
loaded in three-point bending with a 
downward force, P, applied at its mid- 
length and upward reaction forces of 
P/2 applied near its ends, at distances 
Ll 2 from the midlength. 

A loading nose prevents rotation of 
the specimen about its longitudinal axis 
at midlength, but the end loads are 
applied via ball-bearing mounts that 
allow the ends to twist freely about the 
longitudinal beam axis. Thus, the end 
supports react to the bending load 
without introducing the undesired twist- 
resisting torques, and the spot where 
the specimen starts to crack (bottom 
surface at midlength) is subjected to 
stresses attributable to simple bending. 

Under these conditions, the ply 
strength of the off-axis specimen can 
be computed by use of the measured 
failure load in the elementary beam- 
theory equation, followed by transfor- 
mation of the stresses thus computed 
into tensile stress perpendicular and 
shear stress parallel to a plane that 
contains the fiber direction. By repeat- 
ing the tests and computations for 
specimens with various fiber angles, a, 
one can obtain ply-strength data for a 
variety of stress states. 

This work was done by John H. 
Crews, Jr., of Langley Research Cen- 
ter and Rajiv A. Naik of Analytical Ser- 
vices and Materials, Inc. Further in- 
formation may be found in NASA 
TM-107570 [N92-24880], “ Measure- 
ment of Multiaxial Ply Strength by an 
Off-Axis Flexure Test. " 

Copies may be purchased [prepay- 


Estimating Wear of Installed Ball Bearings 

It is not necessary to remove bearings from machinery. 


Marshall Space Flight Center, Alabama 


A simple inspection and measurement 
technique makes it possible to estimate 
wear of balls in a ball bearing, without 
removing the bearing from the shaft on 
which it is installed. To perform the meas- 
urement, one observes the bearing cage 
(typically, through a borescope) while turn- 
ing the shaft by hand to obtain an integral 
number of cage rotations and to measure, 
to the nearest 2°, the number (whole plus 
fractional) of shaft rotations that produced 
the cage rotations. The ratio between the 
numbers of cage and shaft rotations (the 


"turns” ratio) depends only on the inter- 
nal geometry of the bearing and the ap- 
plied load. Changes in the turns ratio re- 
flect changes in the internal geometry of 
the bearing (for example, in the balls and 
raceway), provided that the measurements 
are made with similar bearing loads. By 
assuming that all wear occurs on the balls, 
one can compute an effective value for this 
wear from a change in the turns ratio. 

To ensure accurate measurement of ro- 
tation of the cage, an index is marked on 
the cage at assembly and observed in 


Composites 



Rotatable End Supports allow the ends of 
the specimen to twist freely. Thus, the end 
supports apply only vertical loads, mak- 
ing this a simple three-point bending test. 
ment required] from the National Tech- 
nical Information Sen/ice, Springfield, 
Virginia 22161, Telephone No. (703)487- 
4650. Rush orders may be placed for 
an extra fee by calling (800) 336-4 700. 
LAR- 14770 


alignment with a serial number, prominent 
surface scratch, or other distinguishing 
mark on an adjacent stationary surface: 
this approach enables the measurement 
of whole turns to an accuracy of several 
degrees. To ensure accurate measure- 
ment of fractional turns of the shaft, a sheet 
of polar graph paper is affixed to the sta- 
tionary housing of the machine that con- 
tains the bearing, concentric with the shaft. 
The angle of rotation of the shaft is then 
measured against an index mark on the 
shaft or on a tool used to rotate the shaft. 
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The accuracy of the measurement is in- 
creased by increasing the number of turns 
of the cage for use in calculating the turns 
ratio. The measurement should also be 
checked by rotating the shaft in the op- 
posite direction after an initial measure- 
ment and verifying that the cage and shaft 
return to their initial angular positions. 

The turns ratio is given by the following 
equation, which is taken from Rolling Bear- 
ing Analysis, 3d edition, pages 205- 
211, by Tedric A. Harris: 



Vi 


1 + f cos (0) 


where N c is the number of turns of the 
cage, N s is the number of turns of the 
shaft, d is the diameter of a ball, E is the 
pitch diameter of the bearing, and /3 is the 


contact angle of the bearing under the ap- 
plied load. The contact angle is an implicit 
function of the internal geometry of the 
bearing (internal clearance, curvature of 
the raceway, d, and E) and the applied 
load. This equation is used in the follow- 
ing way to compute ball wear from a 
change in the turns ratio: 

1 . The turns ratio is measured on a new in- 
stalled, preloaded bearing. 

2. The internal clearance of the new bear- 
ing is estimated by guessing and itera- 
tion: Whichever value of internal clear- 
ance, when used in the equation along 
with the known nominal values of the in- 
ternal geometry of the bearing (d, E, and 
curvature of the raceway), gives the 
observed turns ratio is deemed to be the 


"as-installed" internal clearance. 

3. The machine that contains the bearing 
is operated for the requisite time. 

4. The turns ratio of the bearing is meas- 
ured. If the turns ratio has changed, then 
a new internal clearance is calculated as 
in step 2 (because E and the curvature 
of the raceway are assumed to remain 
constant and all wear is assumed to 
manifest itself as a change in the 
effective value of d, with concomitant 
change in calculated internal clearance). 

This work was done by John E. Keba and 

Scott E. McVey of Rockwell International 

Corp. for Marshall Space Flight Center 

No further documentation is available. 

MFS-29900 


Reducing Airborne Debris in Wind Tunnels 

Expendable adhesive material would trap airborne particles. 


Langley Research Center, Hampton, Virginia 


The wind in a wind tunnel is required 
to be free of debris that could damage 
such devices as hot-wire and hot-film 
anemometers. One way to determine the 
amount of debris is to install a strip of 
double-backed adhesive tape in the wind 
tunnel and examine the tape for collected 
debris after testing. Such debris can con- 
sist of dust, dirt, trash, paint flakes, oil drop- 
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lets, and insulation. In the past, large tun- 
nels have been cleaned manually with 
brushes and mops, but this practice can 
require elaborate equipment and labor and 
can detract significantly from the time 
available for operation of the wind tunnels. 

In a proposed technique to trap the air- 
borne particles during normal wind-tunnel 
testing, large sections of single-backed ad- 
hesive paper or cloth would be mounted 
with the adhesive side exposed to the flow 
(see figure). One suitable material of this 


type might be the material used to cap- 
ture insects or small rodents. The adhesive 
material would be securely installed on the 
flow vanes, walls, or other surfaces of the 
wind tunnel in a manner that would facili- 
tate replacement. The adhesive material 
could be installed or replaced anytime it 
was permissible to enter the tunnel. 

This technique would provide a safe, in- 
expensive, rugged, passive, continuous, 
and otherwise inert cleansing action suit- 
able for a wind tunnel of any size. As such, 



Disposable Adhesive Material would be attached to flow-turning vanes and other 
appropriate surfaces to collect airborne particles. 
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it would be a very simple solution to a very significant prob- 
lem. In addition to its intended use in wind tunnels, this 
method could be applied to specialized clean-room environ- 
ments and to air-conditioning systems in general. 

This work was done by Robert K. Sleeper of Langley 
Research Center. No further documentation is available. 

This invention is owned by NASA, and a patent applica- 
tion has been filed. Inquiries concerning nonexclusive or 
exclusive license for its commercial development should be 
addressed to the Patent Counsel, Langley Research 
Center [see page 24], Refer to LAR- 14358 

Compensating for Shrinkage 
in a Cryogenic Seal 

Part of the seal would expand while 
the rest contracted. 

John F. Kennedy Space Center, Florida 

A proposed design for seals in liquid-hydrogen plumbing 
may eliminate those leaks that are caused by contraction of 
the seals at the low operating temperature. Each seal 
would consist of a rubber, polytetrafluoroehtylene, or lead 
O-ring that included a hollow core filled with water, (see fig- 
ure). 

Water in its frozen state is one of the few materials that 
expands with decreasing temperature. Thus, at the temper- 
ature of liquid hydrogen, the anomalous expansion of water 
would keep the seal gland filled and leaktight despite the 
shrinkage of the surrounding O-ring material. This design 
could also be used in systems using cryogenic fluids other 
than liquid hydrogen. 

This work was done by Arnold E. Hill of Lockhead 
Space Operations Co. for Kennedy Space Center. No fur- 
ther documentation is available. 

Inquiries concerning rights for the commercial use of this 
invention should be addressed to the Patent Counsel, 
Kennedy Space Center [see page 24], Refer to KSC-11555. 



Hollow O-rings would contain distilled water. In this example, O-rings 
are positioned to provide three stages of protection against leakage. 
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Locating Damaged Truss 
Members From Responses 
to Vibrations 

Experiments were performed on a 
scale-model truss structure 
to demonstrate this method. 

Langley Research Center, Hampton, Virginia 

Researchers involved in the development of structures 
to be placed in orbit are considering many issues, including 
on-orbit assessment of integrity. On-orbit assessment can 
be accomplished by use of information on dynamic 
responses through structural identification methods, which 
produce adjusted mathematical models, followed by model- 
correlation techniques, which locate any damage. In previ- 
ous computer simulation studies of this method of locating 
damage in a structure, an optimal update o fhte mathemati- 
cal model of the structure was formed by use of the 
response data then examined to locate damaged members. 

The method of on-orbit assessment for location of dam- 
age is based on the use of capabilities of a vibration-control 
system to measure vibrations in the structure. In the pre- 
sent studies, an experiment was designed to demonstrate 
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and verify this method. This experiment 
involved the use of a laboratory scale- 
model truss structure that exhibited ex- 
pected characteristics of truss struc- 
tures proposed for large spacecraft. 
This laboratory structure was one in a 
series designed for research into dy- 
namic scale-model ground testing of 
space structures at NASA Langley Re- 
search Center. 

The structure was 10 bays long, can- 
tilevered, with a mass attached at its tip. 
Vibrations were excited in the truss, and 
measurements of the responses of this 
structure were used in a series of two 
identification algorithms to produce a 
mathematical model of the structure in 
its current condition, possibly containing 
damage. The model was compared with 
one obtained previously from the same 
structure in its undamaged condition to 
find regions of reduced stiffness, which 


indicate locations of damage. In the con- 
text of this study, a "damaged" structure 
was one from which a member was 
removed entirely. However, this meth- 
od also applies to cases in which truss 
members become less stiff but remain 
intact. 

The figure is a flow chart that illustrates 
the method. The key identification algo- 
rithm, labeled “Structural Identification," 
produces an optimally adjusted stiffness 
matrix for the structure by use of an 
original mathematical model and data 
on modes of vibration. Then the dam- 
age-location algorithm, which uses graph 
theory for matrices, finds any region(s) 
of reduced stiffness, thereby locating the 
damaged member(s). 

Research on this method has been 
limited, thus far, to truss structures. The 
method is a new, valuable means for lo- 
cating damage in a structure by exam- 


ining vibrations. It could be applied gen- 
erally, and similar methods are being 
considered for other significant endeav- 
ors such as examining buildings for dam- 
age by earthquakes. 

This work was done by S. W. Smith 
of Virginia Polytechnic Institute & State 
University and P. E. McGowan of Lang- 
ley Research Center Further informa- 
tion may be found in NASA TM-101595 
[N89-23924], “ Locating Damaged Mem- 
bers in a Truss Structure Using Modal 
Data: A Demonstration Experiment." 

Copies may be purchased [prepay- 
ment required] from the National Tech- 
nical Information Sen/ice, Springfield, 
Virginia 22161, Telephone No. (703) 
487-4650. Rush orders may be placed 
for an extra fee by calling (800) 336- 
4700. 

LAR- 14407 


Characterizing Mode-1 Fatigue Delamination of Laminates 

The number of cycles to the onset of delamination is monitored. 

Langley Research Center, Hampton, Virginia 


The double-cantilever-beam (DCB) 
specimen (see figure) has been used pre- 
viously to characterize fatigue delamina- 
tion by relating the rate of growth of de- 
lamination, da]dN, with the applied cyclic 
strain-energy-release rate, G, by use of a 
power law. Because of both a high expo- 
nent in this power law and fiber bridging, 
this characterization technique has serious 
limitations. 

An alternative method has been proposed 
for characterizing mode-1 fatigue delamina- 
tion by use of the DCB. In the new method, 
one monitors the number of cycles, N, to 
the onset of delamination from the end of 
a thin insert. Thus, fiber bridging is avoid- 
ed. Results are presented easily in the form 
of a G-vs.-A/ plot. 

One uses the threshold value of strain- 
energy-release rate, G th . By testing sever- 
al specimens at cyclic strain-energy- 
release rates above the threshold value, 
it is possible to obtain a complete G-vs ,-N 
curve for the onset of delamination. 

The method was demonstrated on spec- 
imens of two materials: a glass/epoxy and 
a graphite/epoxy, which are typically used 
in rotorcraft applications. The individual 
DCB specimens, cut from a panel of each 
material, had 24 plies, which were suffi- 
cient to prevent any geometric nonlineari- 
ties while testing. Prior to final curing dur- 
ing the preparation of each specimen, a 
Kapton® polyimide film sprayed liberally 
with a release agent (to prevent subse- 
quent adhesion) was inserted at the mid- 
plane of the specimen. The load was ap- 
plied through hinge tabs adhesively bonded 
to the surfaces of each specimen. The 


hinge tabs were cut from a stock alumi- 
num piano hinge and were bonded by use 
of a commercially available adhesive. 

The edges of the specimen in the vicinity 
of the insert end were coated in a thin layer 


of brittle white typewriter-correction fluid 
to ease observation of the onset of 
delamination. Because the end of the in- 
sert was difficult to locate in an unloaded 
specimen, the approximate location was 
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marked on the edge of each specimen. The initial delami- 
nation length was approximated by measuring from the 
centerline of the hinge pin to the mark on the edge. A 
microscope with a magnification of approximately 60 was 
used to visually determine the onset of delamination. 

Each specimen was installed in the test stand, and perti- 
nent readings and settings were adjusted to zero, then, the 
mean load was applied, and the microscope was used to 
locate accurately the end of the insert. The fatigue test was 
then started, the onset of delamination was detected by 
visual examination and/or by monitoring the displacement. 
Upon detection of the onset of delamination, the number of 
elapsed cycles was noted, and the specimen was removed. 
After testing, the initial delamination length was remea- 
sured. Between 15 and 20 specimens were tested to obtain 
a G-vs.-N plot, with the number of cycles to the onset of 
delamination ranging between 10* and 2 X 1(X 

Because there is a certain amount of scatter in the 
experimental data, one could predict a range of possible 
fatigue lives rather than a single value. To take a conserva- 
tive approach to the prediction of the fatigue lives of com- 
ponents, one should use the lower curve derived from the 
data, then, for example, one could design a structure such 
that the individual modes of strain-energy-release rate cal- 
culated for an initial delamination in a component would 
never exceed its G th . 

This work was done by Roderick H. Martin of the 
National Research Council and T. Kevin O'Brien of the U.S. 
Army Aerostructures Directorate for Langley Research 
Center, for further information, Circle 60 on the TSP 
Request Card. LAR-14414 



The Double-Cantilever-Beam Specimen, held in place with piano 
hinge, is monitored for onset of delamination. 


Spiral Flow Separator 

Separation would be effected at a high 
rate of continuous flow. 

Marshall Space Flight Center, Alabama 

A proposed liquid-separating device would rely on centrifugal 
force in a liquid/liquid or liquid/solid mixture in a spiral path. At 
present, centrifugal separation of such mixtures is done in small 
batches, which are spun in containers; consequently, rates 
of processing are low. In contrast, the proposed device 
would operate in continuous flow at relatively high rates. 

The centrifugal force (in the reference frame moving with 
the liquid mixture) would push denser particles or liquids to 
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Spiral Tubes would be joined in sequence, with outlet tubes connected to the joints. The cross-sectional areas of successive spiral tubes 
would decrease by the cross-sectional areas of the outlet tubes. 


the outer edge of the spiral, where they 
could be removed from the flow. This prin- 
ciple could be exploited to separate solids 
from wastewater, oil from fresh or salt 
water, or contaminants from salt water be- 
fore evaporation, for example. It could also 
be used to extract such valuable materials 
as precious metals from slurries. 

Several spiral tubes with progressively 
decreasing cross-sectional areas would be 
connected in series (see figure). At each 
junction between successive spirals, an 
outlet on the outer edge would divert the 
part of the flow that contained the denser 
particles and/or liquid(s). The flow remain- 
ing in the spiral would thus become pro- 
gressively cleaner. 

The diameters of the spirals would be 
decreased or increased to increase or 
decrease, respectively, the centripetal and 
centrifugal forces at a given flow speed 
to suit the mixtures of materials. The cross- 
sectional areas of the tubes would be 
selected to accommodate the expected 
rates of flow. 

This work was done by Glen A. 
Robertson of Marshall Space Flight Cen- 
ter For further information, Circle 74 on 
the TSP Request Card. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel, Marshall 
Space Flight Center [see page 24], Refer 
to MFS-28658. 
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Monitoring Loads in Fiber-Reinforced Composite Materials 

Arrays of acoustic sensors yield data on applied loads. 

Langley Research Center, Hampton, Virginia 


Measurement of the propagation of a 
stress wave can be used to determine, in 
situ, the mechanical load on a structural 
member made of a composite material 
such as epoxy reinforced by graphite fibers. 
The method of determining the load is based 
partly on the discovery that the energy 
fluxes of stress waves propagating through 
anisotropic crystals deviate from the direc- 
tions perpendicular to the planes of the 


waves. Although materials that are rein- 
forced by graphite fibers are not crystals, 
they are highly anisotropic and exhibit this 
same energy-flux-deviation phenomenon 
in a predictable manner. 

In the new method of determining the 
load on a specimen, the direction of stress 
wave propagation is measured by an ar- 
ray of acoustic sensors attached to the 
specimen. The responses of these sensors 


are then analyzed by strain-energy-density 
calculations to calculate the load. 

The nonlinear mechanical response of 
graphite/epoxy has been observed and 
documented by measurement of the sixth- 
order elastic stiffness tensor C jjUmn , which 
is also referred to as the third-order terms 
(strain-cubed terms) in strain-energy-den- 
sity calculations. These third-order terms 
are sufficiently large to represent a meas- 
urable effect on both the speed and direc- 
tion of propagation of stress waves when 
a load is applied along an axis. By use of 
an array of acoustic transducers, a shift 
in the direction of propagation can be 
measured when the elastic anisotropy is 
changed in a unidirectional composite. 

Previously, it had been shown that pref- 
erential degradation of either the fiber or 
the matrix constituents (such as matrix ab- 
sorption of moisture) affects the anisotropy 
of elasticity and alters energy flux devia- 
tion. In the new method, the change in 
anisotropy of elasticity is caused by an ap- 
plied load and a corresponding induced 
strain. Therefore, the method is a means 
to monitor an applied load that corresponds 
to a measurable shift in the direction of 
propagation of a stress wave. 

Such graphite-fiber-reinforced compos- 
ites as graphite/epoxy, graphite/magnesium, 
and graphite/aluminum, exhibit very high 
stiffness-to-weight and strength-to-weight 
ratios. They are excellent materials for light- 
weight aerospace structures. Because the 
main purpose of these materials is to carry 
loads, the new method can be particular- 
ly useful for in situ monitoring of the loads 
applied to them. Indeed, a monitoring de- 
vice based on this method can be made 
an integral part of an airframe in which a 
unidirectional section of the structure, 
such as a spar cap or longeron, carries 
a primary load. 

This work was done by William H. Prosser 
of Langley Research Center and Ronald 
D. Kriz and Dale W. Fitting of the National 
Institute of Standards and Technology. For 
further information, Circle 23 on the TSP 
Request Card. 

This invention is owned by NASA, and 
a patent application has been filed. In- 
quiries concerning nonexclusive or ex- 
clusive license for its commercial develop- 
ment should be addressed to the Patent 
Counsel, Langley Research Center [see 
page 24], Refer to LAR-14399. 
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Machinery 


Stirling Engine With Radial Flow Heat Exchangers 

A conflict between thermodynamical and structural requirements is resolved. 
Lewis Research Center, Cleveland, Ohio 


In a Stirling engine of a new cylindrical 
configuration, the flow of heat is predomi- 
nantly radial rather than predominantly 
axial as in prior Stirling engines with cylin- 
drical configurations. The new radial-flow 
configuration resolves an engineering con- 
flict between thermodynamical and struc- 
tural requirements that arises when at- 
tempting to scale up an axial-heat-flow 
engine to higher power: thermodynamics 
requires a short, wide regenerator (one of 
several heat-exchange units), while struc- 
tural considerations require a long, narrow 
regenerator. 

In the new configuration (see figure), the 
regenerator and the acceptor and rejec- 
tor heat exchangers channel the flow of 
the working gas in the radial direction. As 
a consequence, the isotherms in the re- 
generator are ideally concentric cylinders 
(rather than axially spaced disks), and the 
gradient of temperature across the regen- 
erator is radial rather than axial. The ac- 
ceptor and rejector heat exchangers are 
located radially inward and outward of the 
regenerator, respectively. 

The radial configuration makes it possi- 
ble to increase the heat-exchange area of 
the regenerator by increasing the axial 
length of the regenerator rather than by 
increasing its diameter. This enables a sub- 
stantial increase in the power of the engine 
without a corresponding increase in the 
diameter of its pressure vessel. For exam- 
ple, in one case, the radial-flow config- 
uration made it possible to design a high- 
frequency free-piston Stirling engine (70 
Hz, helium working gas) capable of an out- 
put power of 150 kW — about three times 
the power of an annular, axial-flow-regen- 
erator Stirling engine designed under simi- 
lar constraints. 

As shown in the lower part of the figure, 
the acceptor heat exchanger consists of 
axially oriented heat pipes arranged in con- 
centric rows. The heat pipes enter the pres- 
sure vessel of the engine at the “front" 
of the engine close to the centerline. This 
is the only part of the pressure vessel that 
must be hot. As a consequence, in the new 
configuration, the amount of hot material 
in the pressure vessel is limited, and the 
hot material is located close to the center- 
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line, where the stresses induced by pres- 
sure are lowest. This enables a reduction 
in the overall weight of the engine and ir 
the amount of expensive high-creep- 
strength alloy required in the pressure ves- 
sel. The outside surface of each heat pipe 
is in contact with the working fluid and is 
finned to reduce the drop in temperature 
and increase the transfer of heat between 
the heat pipe and the working fluid. 

The rejector heat exchanger can be a 
set of tubes oriented radially, with the work- 
ing gas flowing in the tubes from the face 
of the regenerator to a duct connecting to 
the compression space. In this case, the 
tubes would typically be cooled by pass- 
ing a cooling liquid over the outside of the 


tubes by means of a suitable cooling jacket 
surrounding the bundle of tubes and sep- 
arating this coolant from the working gas. 
Alternately, the coolant could be made to 
flow in axially oriented tubes. In this case, 
the outside of the tubes would typically be 
finned to increase the transfer of heat be- 
tween the working fluid and the coolant 
tubes so as to reduce the drop in temper- 
ature between the working gas and the 
surfaces of the tubes. 

One important consideration is the wall 
of the module that contains the regenera- 
tor. This wall experiences a significant gra- 
dient of temperature over the relatively 
small radial depth of the regenerator. This 
wall can be designed to have sufficient 


flexibility to accommodate the consequent 
thermal growths, and sufficient strength 
to support the stresses induced by the 
periodic variation of the pressure of the 
working gas. The wall consists of a num- 
ber of concentric cylindrical shells weld- 
ed together at alternating ends in the radial 
direction. Finite-element stress analysis of 
the resultant structure indicates that it can 
accommodate both the oscillating pres- 
sure stress and the thermal stresses. 

This work was done by N. Vitale and 
George Yarr of Mechanical Technology, 
Inc., for Lewis Research Center. For fur- 
ther information, Circle 9 on the TSP Re- 
quest Card. 

LEW-15112 


“Starfish” Heater Head for Stirling Engine 

Liquid sodium could be safely placed in contact with the heater head. 
Lewis Research Center, Cleveland, Ohio 



A proposed “starfish" heater head for 
a Stirling engine would enable the safe 
use of liquid sodium as the heat-transfer 
fluid. The sodium would make direct 
contact with the heater head but would 
not come in contact with any structural 
welds. This design concept would mini- 
mize the number of, and would simplify, 
the nonstructural thermal welds and 
would facilitate the inspection of such 
welds. 

The heater head would be formed 
from a washer-shaped blank of material, 
as shown in the figure. The heat-pipe 
(radially outer) side of the head would be 
formed by use of an electrical-discharge 
or similar machining process, with a tri- 
angularly shaped tool as shown. The 
tool would be fed radially into the blank, 
hollowing out a V-shaped indentation. 
This procedure would be repeated at 
equal intervals around the circumfer- 
ence of the blank, so that the resulting 
pattern of V-shaped indentations alter- 
nating with the remaining material would 
constitute a set of radial fins. 

The flow passages for the working 
gas of the Stirling engine would be 
formed by STEM (shaped tube elec- 
tro-chemical machining) drilling or elec- 
trical discharge-machining holes axial- 
ly through the fins. The final result would 
be a heater head that contains a large 
number of circular gas passages in 
good thermal contact with the liquid- 
sodium heat source but without highly 
stressed joints in contact with the liq- 
uid sodium. 


The "Starfish” Heater Head would enable 
heat pipe connected to a Stirling engine. 

An outer heat-pipe cover would be 
added to form a passage for the liquid 
sodium. An annular Stirling-engine re- 
generator and a Stirling-engine cooler 
could be inserted to the left (as shown 
in the figure) of the gas passages, and 
an expansion-space cap or an identi- 
cal opposed-piston engine could be 


use of sodium as the heat-transfer fluid in a 


welded on the right end. 

This work was done by N. Vitale of Me- 
chanical Technology Inc. for Lewis Re- 
search Center. For further information, 
Circle 3 on the TSP Request Card. 
LEW-15064 


the 
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An Upholstered 
Aluminum Box 

houses the mech- 
anism of the lifting 
seat. Springs on 
the outer shaft- 
and-arm subas- 
sembly counter- 
balance part of 
the user’s weight 
to assist the motor. 


Portable Lifting Seat 

This briefcase-size unit is easy to operate. 
Marshall Space Flight Center, Alabama 

A portable lifting machine assists a user 
in rising from a seated position to a stand- 
ing position, or in sitting down. It is small 
and light enough to be easily carried like 
a briefcase. It can be used on a variety 
of chairs and benches. 

The machine contains a battery-powered 
dc motor, which drives a gear-train-and- 
crank assembly. The gears and cranks are 
designed to effect motion along a path that 
closely approximates that of natural stand- 
ing and sitting. This path is higher than that 
of an older spring-powered lifting seat. The 
machine is also easier to refold after stand- 
ing: the user simply reverses the motor 
to return the mechanism to its compact 
stowed configuration. In contrast, a spring- 
driven unit is held open by the spring until 
someone closes it by sitting on it. This ar- 
rangement is inconvenient for the user, 
who may have to call upon an assistant 
to close the unit. Moreover, a spring-driven 
lift is largely uncontrolled when released, 
while the motion of the motor-driven unit 
can be controlled by turning the motor on 
and off. 

The motor-driven lift includes two main 
bodies: an upholstered seat and a base 
that contains the electromechanical com- 
ponents (see figure). The gear-train-and- 
crank assembly includes inner and outer 
shaft-and-arm subassemblies with integral 
spur gears that mesh with each other. The 
motor drives a worm gear, which drives 
a lead screw, which drives a slider, which 
drives a pair of crank arms, which rotate 
the outer shaft-and-arm subassembly. Be- 
cause of the meshing of the gears be- 
tween the two subassemblies, the rotation 
of the outer arms is accompanied by op- 
posite rotation of the inner arms. 

The outer ends of the outer arms ride 
along tracks on the underside of the seat. 

The inner arms are hinged to the under- 
side of the seat. The resulting motion of 
the seat is a combination of translation and 
rotation away from or toward the base 
along the desired path. The user operates 
the motor with a threeposition switch (raise, 
stop, and lower). 

This work was done by Bruce Weddendorf 

of Marshall Space Flight Center For fur- 
ther information, Circle 44 on the TSP Re- 
quest Card. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel, Marshall 
Space Flight Center [see page 24], Refer 
to MFS-28610. 
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Spring 


CALL FOR NOMINATIONS 


Fourth Annual Awards 
Of Excellence In 
Technology Transfer 

Sponsored by the Technology Utilization Foundation and NASA Tech 
Briefs magazine in conjunction with the Federal Laboratory Consortium 

Letters of nomination must include 
the organization's name and address, 
a contact and phone number, and a 
150-200 word description of the 
commercialized product or process, 
focusing on its importance (such as 
its economic or societal impact) and 
novelty in the marketplace. The 
description also should highlight the 
federal government's role in the 
technology's development and 
transfer. Supporting materials may 
be included with the letter of 
nomination. 


P rivate sector organizations that 
have commercialized technologies 
developed by/for/with federal 
government agencies or laboratories 
are invited to submit nominations for 
Awards of Excellence In Technology 
Transfer. Two winners will be chosen 
by a blue ribbon panel of judges and 
the awards presented at the Fourth 
Annual Technology Transfer Awards 
Dinner, to be held December 8, 1993 
at the Anaheim, Calif. Marriott Hotel. 
The Awards Dinner is the central 
event of the Technology 2003 
National Tech Transfer Conference 
and Exposition (Dec. 7-9, 1993, 
Anaheim Convention Center). 


DEADLINE FOR NOMINATIONS IS SEPTEMBER 1, ISIS. 

All nominees will be notified by October 1. 


MAIL NOMINATIONS TO: Technology Utilization Foundation, 1993 Awards, 
41 East 42nd St., #921, New York, NY 10017, or fax to: (212) 986-7864. 

QUESTIONS? CALL WENDY JANIEL AT (212) 490-3999. 






Fabrication Technology 


Electronic Edge Finder 

This simple device would reduce inaccuracy caused by deflection. 


Marshall Space Flight Center, Alabama 


An electronic edge finder would help in 
measuring the dimensions of machined 
parts to within 0.0001 in. (2.5 pm). Such 
accuracy is not attainable with ordinary 
touch-type indicators, which are vulnerable 
to deflections by contact forces. 

A machinist could use the new elec- 
tronic edge finder instead of another touch- 
type indicator, with assurance that a part 
would pass subsequent inspection by a 
numerically controlled coordinate-measur- 
ing machine. This should eliminate much 
of the unnecessary rejections and rework 
associated with other touch-type indicators. 

The edge finder includes a probe — a 
stainless-steel tube — mounted in a chuck 


insulated from the jig borer or other ma- 
chine tool used as the coordinate-meas- 
uring machine The tip of the probe is flared 
to a precise diameter (see figure). 

The probe is connected to sensing cir- 
cuitry in a control box. When the probe 
made contact with the workpiece — the 
edge of a hole in a bolt hole circle, for ex- 
ample — it would complete a circuit and 
thereby activate a buzzer in the control 
box. The machinist would then stop the 
motion of the machine tool and probe and 
record the coordinates of the machine at 
point of contact. By stopping the machine 
immediately upon contact, the machinist 
could avoid the inaccuracy of overtravel 


and deflection. The electronic edge finder 
should be especially helpful when the 
machinist cannot directly observe the 
probe — for example, in blind holes. 

This work was done by Richard K. 
Burley of Rockwell International Corp. for 
Marshall Space Flight Center. For fur- 
ther information, Circle 30 on the TSP Re- 
quest Card. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel, Marshall 
Space Flight Center [see page 24], Refer 
to MFS-29854. 



The Tubular Probe could be used to measure the accuracy of placement of holes in a bolthole circle. The control box would contain 
circuitry that would activate a buzzer to indicate electrical contact between the probe and the workpiece. 
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Adjustable Powder Injector for Vacuum Plasma Sprayer 

Position and orientation of external injection can be varied. 

Marshall Space Flight Center, Alabama 



The Adjustable Powder Injector is mounted on a plasma gun. The collar can be changed 
to adapt the injector to a different gun. 


An attachment for a plasma spray gun 
(see figure) provides four degrees of free- 
dom for adjustment of the position and 
orientation at which powder is injected ex- 
ternally into the plasma flame. This adjust- 
ment is desirable because it can help to 
optimize deposition in the specific plasma 
process. Previous external injectors have 
been fixed or have been adjustable in on- 
ly two degrees of freedom. 

A collar on the injector is slipped onto 
the protruding cylindrical portion of the 
plasma gun and is positioned repeatably 
on the gun by three setscrews, spaced 
1 20° apart, that rest in shallow holes on 
the gun. Three approximately semicircular 
recesses in one edge of the collar provide 
clearance to enable the internal injection 
of powder (injection of powder from within 
the gun into the plasma flame). 

An extension bar holds the injection 
tube and a manipulator (which is essen- 
tially an adjustable clamp). The bar slides 
and rotates in a bracket, so that the axial 
position and the yaw angle of the injec- 
tion tube can be adjusted. Scribed lines on 
the collar and extension bar indicate the 
yaw angle. 

The manipulator provides for adjust- 
ment of the pitch angle of the injection 
tube: It can be set to inject powder at any 
angle ranging from perpendicular to paral- 
lel to the cylindrical axis. Scribed lines on 
the extension bar and manipulator indicate 
the pitch angle of the extension tube. 

With the exception of the collar, the 
components of the injector can be used 
with a plasma gun of any size and type. 
(The collar must be changed to fit a gun 
of different diameter or design.) Therefore, 


vacuum plasma spraying that requires dif- 
ferent guns in sequence can be done with 
only one external powder injector. 

This work was done by D. H. Bums of 

Marshall Space Flight Center and W. H. 


Woodford, T. N. McKechnie, D. C. McFerrin, 
W. M. Davis, and G. P. Beason, Jr., of Rock- 
well International Corp. For further informa- 
tion, Circle 19 on the TSP Request Card. 
MFS-28684 


System Applies Polymer Powder to Filament Tow 

Polymer powder is applied uniformly and in a continuous manner. 

Langley Research Center, Hampton, Virginia 


The general disadvantage of most current 
methods for producing composite prepreg 
materials is the nonuniform distribution of 
the polymer materials throughout the fila- 
mentary materials. In a system developed 
at NASA Langley Research Center, poly- 
mer powder particles are evenly distribut- 
ed to filamentary materials in a continuous 
manner. 

The powder-coating system, shown in 
the figure, consists of five functional sta- 
tions: filament-supply rolls, filament-spread- 
ing chamber, powder-coating chamber, fu- 
sion furnace, and takeup rolls. The rolls are 
mounted on internally pressurized air bear- 
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ings to minimize friction and thereby en- 
hance precise control of tension in the 
filament tow. A specially designed bulk- 
carbon-faced brake provides accurate 
control of the tension on the feed spool dur- 
ing processing. 

The filament-spreading chamber provides 
a unique method for uniformly spreading 
the filament bundle to preselected widths 
prior to entry into the powder-coating cham- 
ber. The tow bundle is fed into a slot tun- 
nel composed of upper and lower plates 
separated by divergent bars that have 
holes perpendicular to the fiber-tow-feed 
direction. Suction is applied to a plenum 


chamber that surrounds the slot tunnel. 
This suction, in turn, is drawn through the 
holes in the bars on both sides of the slot 
tunnel. The flow of air lateral to the fila- 
ment-feed direction uniformly spreads the 
fiber tow bundle into an even band. The 
spread of the tow is controlled by the level 
of suction in the slot tunnel and the tow 
tension applied at the supply-roll station. 

The spread carbon tow is directed into 
the powder-coating chamber, in which a 
cloud of airborne powder particles is re- 
circulated. The polymer powder material 
is uniformly applied to the traveling spread 
tow bundle. Additional powder material is 
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This Powder-Coating System applies dry polymer powder to a continuous fiber tow. The uni- 
que filament-spreading technique, combined with precise control of tension on the fibers 
in this system, ensures uniform application of polymer powder to the web of spread filaments. 


added to the chamber as the powder is 
deposited on the filament tow. 

The fusion furnace is a standard labor- 
atory horizontal tube furnace. The powder- 
coated tow travels through this furnace, 
where it is heated to fuse the powder ma- 
terial onto the fiber material. Finally, the 
traveling/rotating takeup-roll mechanism 
collects the coated fiber tow. 

By use of this system, fiber tows im- 
pregnated with dry polymer powders 
(‘‘towpregs”) have been produced for pre- 
form-weaving and composite-material- 
molding applications. Towpreg material 
made by the dry-powder process in this 
system has been formed into unidirectional 
fiber moldings and has been woven and 
molded into preform material of good quali- 
ty. This system and process are potential- 
ly valuable to the prepreg industry, par- 
ticularly for the production of flexible fila- 
ment-windable tows and high-temperature 
polymer prepregs. 

This work was done by Robert M. 
Baucom and John J. Snoha of Langley 
Research Center and Joseph M. Mar- 
chello of Old Dominion University. Further 
information may be found in NASA 
TM-1 02648 [N92-22639], “LaRC Dry Pow- 
der Towpreg System. " 

Copies may be purchased [prepayment 
required] from the National Technical In- 
formation Service, Springfield, Virginia 


22161, Telephone No. (703) 487-4650. 
Rush orders may be placed for an extra 
fee by calling (800) 336-4700. 

This invention has been patented by 
NASA (U.S. Patent No. 5,057,338). In- 


quiries concerning nonexclusive or ex- 
clusive license for its commercial develop- 
ment should be addressed to the Patent 
Counsel, Langley Research Center [see 
page 24] Refer to LAR-14231. 
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Clean Electrical-Discharge Machining of Delicate Honeycomb 

Special tooling is used, and the recesses are bored with the workpiece in nonstandard alignment. 
Goddard Space Flight Center, Greenbelt, Maryland 


Precise recesses in fragile metal honey- 
comb blocks can be formed in a special 
electrical-discharge machining process. In 
the original application for which the proc- 
ess was devised (making honeycomb col- 
limator modules for a scientific instrument), 
there was a requirement to do the machin- 
ing in an environment free of oil and other 
contamination. Heretofore, to assure the 
proper functioning of the only electrical-dis- 
charge machine capable of forming holes 
in plunge-type operation (in which the cut- 
ting electrode advances depthwise into the 
workpiece), it was necessary to immerse 
the workpieces and cutting electrodes in oil. 

In the special process, one uses a new- 
er traveling-wire electrical-discharge ma- 
chine, which is capable of motion in two 
perpendicular directions (x and y) but is 
not capable of motion in the third perpen- 
dicular direction (z), in which it would or- 
dinarily have to move in plunge-type opera- 
tion. This machine is designed tor operation 
with deionized water instead of oil. It fea- 
tures computei control of cutting-electrode 
current and feed rates, which can be ad- 



The Cutting Electrode Advances into the workpiece along the x axis to form a pocket 
of rectangular cross section. Deionized water flows from the fitting, along the honeycomb 
tubes of the workpiece, to the electrode/workpiece interface. 
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justed to suit the delicate honeycomb 
material. 

Obviously, the way to effect plunge-type 
operation with the newer machine is to 
orient the cutting electrode and workpiece 
so that the x or y axis is the depthwise axis 
of motion and so that the workpiece and 
cutting electrode are mounted in the re- 
quired relative z position. In the original ap- 
plication, this meant that the tubes of the 
honeycomb structure were parallel to the 


axis of motion — a fortuitous condition 
because the water could be fed toward the 
cutting electrode along the honeycomb 
tubes. For the latter purpose, a water-sup- 
ply fitting was attached to the back of the 
workpiece (see figure). 

This work was done by Clarence S. 
Johnson of Goddard Space Flight Cen- 
ter. For further information, Circle 67 on 
the TSP Request Card. 

GSC-13526 


Recessed-Contact Cleaner 

A tool cleans receptacles for circuit-card connectors. 


John F. Kennedy Space Center, 

A tool cleans receptacles for electronic- 
circuit-card connectors. It applies a com- 
mercial cleaner and/or lubricant liquid to 
the receptacles, which are located in deep- 
ly recessed slots and are difficult to reach. 
The tool thus helps to ensure reliable con- 
nections between the circuit cards and the 
receptacles, even in a dirty field environment. 

The tool (see figure) is shaped some- 
what like a circuit card and holds a lint-free 
cloth around one of its edges, which cor- 
responds to the connector edge of the cir- 
cuit card. A cleaning solution is applied 
to the cloth, then the tool is inserted in a 
receptacle. The cloth rubs the receptacle 
contacts, thereby cleaning them. The cloth 
can be advanced to expose a fresh area 
on each insertion. 

The tool is made primarily of aluminum 
alloy sheet, cut to the same dimensions 
as those of the circuit card to be fitted in- 
to the slot. The cleaning edge is made of 


Florida 

epoxy/fiberglass. The tip of the cleaning 
edge is machined precisely to 0.04 in. (1 
mm) so that it applies adequate but not 
excessive pressure to the contacts. 

A sliding wedge plate and two wedge 
bars hold the cloth in position. The wedge 
plate is pulled back to release the grip on 
the cloth, and the cloth can then be ad- 
vanced. When the wedge plate is returned 
to its forward position, the fresh cloth is 
pulled tight and held in place by a shaped 
aluminum rail handle. 

This work was done by Roger J. 
Juenemann of Grumman Technical Ser- 
vices, Inc., for Kennedy Space Center 
For further information, Circle 85 on the 
TSP Request Card. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel, Kennedy 
Space Center [see page 24], Refer to 
KSC-11560. 



The Strip of Lint-Free Cloth is held taut on the cleaning edge by the sliding wedge plate 
and two wedge bars. 


3M Publishes 
Heat-Shrink 
Cross Reference 
Chart 


Helps OEM designers find 
best fit for standard tub- 
ings, molded shapes and 
shield terminators. 


AUSTIN, Tex. — Finding the best heat- 
shrink tubing fast is the purpose behind 
3M’s new heat-shrink tubing cross refer- 
ence chart. 

It includes hundreds of descriptions 
and drawings, all cross referenced with 
part numbers for quick ordering. 

Products include 
single and dual-wall 
polyolefins, and 
special purpose 
tubings of modi- 
fied fluoropoly- 
mer, polychloro- 
prene and poly- 
ester elastomer. 

Comparisons 
are made with 
3M shield termi- 
nators that include 
NAS and MIL 



Hundreds of listings 
include applicable UL, 
CSA, AMS and MIL 
specs. 


specification part numbers. 

Thirty different styles of molded 
shapes are depicted in cross-section for 
easy application to drawings. Index 
pages describe guidelines to both part 
numbering systems. 

3M heat-shrinkable tubings provide 
electrical insulation for cables, harnesses, 
components, terminals, splices and termi- 
nations. Special adhesives and encapsu- 
lants combine to provide mechanical sup- 
ports, strain relief and environmental 
protection. 

Standard tubings handled through dis- 
tributors are stocked for shipment within 
three working days. Special materials, 
adhesives, sealants and shapes are avail- 
able from 3M customer service teams. 
These teams also offer assistance in 
preparing proposals. 

For more infomiation, contact a 3M 
Electrical Specialties Division representa- 
tive or authorized distributor, or call 
1-800-322-7711. 


3M Electrical Specialties Division B 

6801 River Place Boulevard 

Austin, Texas 78726-9000 V I 
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Mathematics and 
Information Sciences 


Computer Program for Generation of Surface Grids 


Ames Research Center, Moffett Field, California 


S3D is efficient and easy to use. 


S3D is a useful computer program for 
the generation of grids on the surfaces of 
bodies that have complicated shapes. 
These surface grids are prerequisite to the 
generation of volume grids for use in com- 
puting flows bounded by the surfaces; 
heretofore, the generation of surface grids 
has proved to be one of the most time- 
consuming parts of the preprocessing that 
must be done prior to computations of 
flows. S3D is a product of the integration 
of a robust (in the computational sense) 
and widely applicable interpolation tech- 
nique with the latest in computer-work- 
station technology. Incorporating highly ef- 
ficient and easy-to-use graphical-interface 
software, S3D enables real-time and inter- 
active analyses of surface-geometry data 


and facilitates the construction of surface 
grids. 

The central feature of S3D is its ap- 
proach to the use of interpolation in the 
analysis of curves and surfaces. A com- 
plicated surface is first decomposed into 
a network of simple patches, in a manner 
compatible with the global topology of a 
multiple-block grid. Surface points are gen- 
erated in the patches by use of piecewise 
Hermite cubic-spline interpolation, with ex- 
trapolation at ends of curves and on bound- 
ary surfaces for use in computing derivatives. 

Grid points are distributed along curves 
by use of a globally composite chad-length 
parameterization that incorporates two- 
sided stretching functions based on hyper- 
bolic functions. To highlight such dominant 


geometrical features as discontinuities in 
slopes and sharp curves, different (usual- 
ly, finer) point spacings can be set between 
specified break points in the vicinities of 
those features. 

Points are distributed across surfaces 
in quasi-rectangular arrays, in two steps. 
First, the distributions along the four edges 
are defined (break points can be includ- 
ed). The next step is the iterative process 
of calculation of the points of intersection 
of cubically blended curves between cor- 
responding points on opposite edges. This 
process is equivalent, in a sense, to gen- 
erating a grid on a unit square while satis- 
fying orthogonality and the specification 
of points on the edges. The process is fast, 
even for grids with as many as 100x100 
points. 

The distributions of points described 
above are in terms of global parameteriza- 
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This Display Is Generated by the GDP portion of S3D to assist the user in redistributing grids on cross sections. 
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tion. Interpolation requires transformations 
to local parameterizations of the piece- 
wise-cubic curve or bicubic surface con- 
structs. Transformations based on cubic 
or bicubic interpolation of the global pa- 
rameters have been shown to produce 
smoothly redistributed curves or surfaces, 
respectively. 

The five major parts of the S3D software 
are Data Base Manager (DBM), Geometry 
Data Processor (GDP), Surface Grid Gen- 
erator (SGG), Patch Grid Assembler (PGA), 
and Free-Form Surface Designer (FSD). 
DBM handles input, output, and other 
data-management functions, interacting 
with the user via menu displays. GDP 
works like a section-data editor, enabling 
primitive point data to be processed into 
the definition of a surface. Along the way, 
it enables domain decomposition (in the 


case of a multiple-block grid) to be car- 
ried out on the surface. The key function 
under GDP is the redistribution of sections, 
the workstation display of which is shown 
in the figure. 

The output of GDP is a set of surface 
patches that clearly defihe the surface 
geometry and are ready for the genera- 
tion of surface grids. As redistribution in 
GDP is confined to the individual sectional 
curves, the bidirectional redistribution of 
these patches becomes the central task 
in SGG. 

PGA satisfies the variety of needs that 
arise in the generation of grids or as a con- 
sequence of the specification of a par- 
ticular geometry. The graphical interactive 
approach of PGA provides an easy and ef- 
ficient way to accomplish the simple cut- 
ting-and-pasting tasks. 


FSD provides for the design of grids on 
free-form or otherwise unconstrained sur- 
faces, in addition to simple analytic sur- 
faces like planes and conics. FSD is used 
to design curves and surfaces based on 
transfinite interpolation. With GDP and 
FSD, it is possible to feed the definition of 
a surface of any type to SGG quickly. 

This work was done by Raymond Ching 
of MCAT Institute and Lawrence Pierce of 
Sterling Zero One for Ames Research 
Center. Further informatbn may be found 
in AIAA paper A91-21621, "Interactive Sur- 
face Grid Generation." 

Copies may be purchased [prepayment 
required] from AIAA Technical Information 
Services Library, 555 West 57th Street, New 
York 10019, Telephone No. (212) 247-6500. 
ARC-13162 


Digital Low-Pass Filter Without Phase Shift 

The signal is convolved with a causal exponential: first forward, then backward, in time. 
John F. Kennedy Space Center, Florida 


A relatively simple low-pass-filtering al- 
gorithm suppresses high-frequency noise 
in a digitally sampled signal. The algorithm 
is derived from the convolution of the sig- 
nal with a causal exponential, but unlike 
prior causal filters, the filter implemented 
by this algorithm does not introduce a 
phase shift. This is because the algorithm 
applies a forward convolution in time fol- 
lowed by a backward convolution in time, 
and the phase shift in the second convolu- 
tion cancels the phase shift in the first 
convolution. 
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The Unfiltered Input Signal (in this case, a 
fluctuating pressure) was characterized by 
a Nyquist frequency of 200 Hz. This signal 
was processed by one pass of the low-pass 
filter algorithm with a corner frequency of 
40 Hz. 


The signal is considered to have been 
observed for all time up to the present time, 
t, and the first convolution is given by 

g(t) = f(u)e {u ~'l/ T du 

where f(u) represents the unfiltered input 
signal at time u and t is the time constant 
of the exponential filter memory. The sec- 


ond convolution is given by 

/ — oo 

g(u)e (u- '^ T du 

The zero-phase-shift and low-pass-filter- 
ing properties of h(t) are demonstrated 
easily by applying it to the sinusoidal signal 
f(1) = sin (oit). The result is 

u/,v _ sin <“'> 

W - vhJF? 

The filter can be applied N times in sue- 
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cession to obtain sharper low-pass filter- 
ing of the sinusoid; namely, 


MO 


sinM) 

[l-tWf 


The time constant can be chosen to ob- 
tain a desired half-power corner angular 
frequency, cj c , via the equation 


<*>c 


If the signal is sampled at regular inter- 
vals of At, then the low-pass-filtered signal 


at the time of the / +1st sampling time is 
given (for N = 1) by 

9,+i = (e -A '/ T )g, + 

[l “ (l + T X e_ A ^ T )] + 

i 

where g, and f t denote the filtered and un- 
filtered signals, respectively, at the rth sam- 
pling time and f /+1 denotes the unfiltered 
signal at the /+ 1st sampling time. The 


figure shows the result of application of 
this equation to a noisy signal. In most 
practical cases, Af/T<r1, and the simpler 
equation can be used: 

9t+ 1 = ( 1 -t)»/ + (t) , /+i 
This work was done by Wayne E. Simon 
ot Martin Marietta Corp. for Kennedy 
Space Center For further information, 
Circle 51 on the TSP Request Card. 
KSC-11471 


Rounded Approximate Step Functions for Interpolation 

Local abrupt changes in tabulated data can be interpolated with minimal computation. 
Marshall Space Flight Center, Alabama 


Rounded approximate step functions 
of the form x m /(x n + 1) and l/(x n + 1) have 
been found to be useful in interpolating be- 
tween local steep slopes or abrupt changes 
in tabulated data that vary more smoothly 
elsewhere (see figure). These functions can 
be used instead of polynomial curve fits, 
which, under some conditions, can be in- 
adequate to represent steep slopes or can 
introduce spurious oscillations at steps. In- 
terpolation formulas based on these func- 
tions can be implemented quickly and 
easily on computers; for example, they can 
be used in real-time control computations 
to interpolate between tabulated data that 
govern control responses. 

The approximate rounded step func- 
tions have been nicknamed "creation" and 
“destruction" functions (not to be confused 
with quantum-mechanical creation and 
destruction operators, which represent the 
creation and destruction of quanta, and 
some of which include functions). Provid- 
ed that m and n are real, positive, and >1, 
the creation function x m l(x n + 1) starts from 
0 at x = 0, rises to Vi at x =1, and in- 
creases asymptotically in the following 
way; If m = n, the value of the function 
approaches 1. If m * n, then the function 
approaches x /n_n at large values of x fol- 
lowed by a line that has a chosen slope 
at x >1. The corners are quite round at 
m and n near 1 but become sharper as 
m and n increase. Thus, by choosing m 
and n conveniently large, one can make 
the creation function approximate a unit 
step function at x =1. 

Whereas a creation function represents 
an abrupt increase, one can use a destruc- 
tion function to represent an abrupt de- 


crease. A destruction function could be 
obtained, for example, by subtracting a 
creation function from 1 to obtain 
[which amounts to l/(x n +1) if m = n]. 
The creation or destruction function is 
scaled to the size of the step by multiply- 
ing it by a suitable constant. If a set of 
tabulated data represents a curve that in- 
cludes several steps, then one can choose 
m, n, and the multiplicative constant to fit 
a unique creation or destruction function 
to each step, each time scaling the inde- 


pendent variable x so that when the step 
occurs. 

This work was done by Arthur C. Nunes, 
Jr., of Marshall Space Flight Center For 

further information, Circle 35 on the TSP 
Request Card. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel, Marshall 
Space Flight Center [see page 24]. Refer 
to MFS-28630. 



A Local Step in tabulated data that vary more smoothly elsewhere can be represented 
by an Interpolating function that approximates a unit step function. 


Programming Language Software for Graphics Applications 

A new approach reduces repetitive development of features common to different applications. 


NASA’s Jet Propulsion Laboratory, Pasadena, California 


A high-level programming language and 
interactive environment with access to 
graphical hardware and software has been 


created by adding graphical commands 
and other constructs to a standardized, 
general-purpose programming language, 


"Scheme." This augmented version of 
Scheme is designed for use in develop- 
ing other software that incorporates inter- 
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active computer-graphics capabilities into 
application programs. It provides an alter- 
native to programming entire applications 
in C or FORTRAN, specifically ameliorating 
the design and implementation of the com- 
plex control and data structures that typify 
applications with interactive graphics. It 
enables experimental programming and 
the rapid development of prototype soft- 
ware, and yields high-level programs that 
can serve as executable versions of soft- 
ware-design documentation. 

Heretofore, the developers of graphical 
software have had two basic alternatives: 
(1) graphical code could be locked in com- 
piled code along with other parts of an ap- 
plication program that have nothing to do 
with graphics, or (2) a new interpreter for 
graphical commands could be construct- 
ed and embedded in the application pro- 
gram to unlock the graphical code from 
the other parts of the application. System- 
atically taking the second alternative re- 
sults in a “little language" strategy that has 
been documented in the computer sci- 
ence literature. 

It has been found that every little language 
can be divided into a part that provides or- 
dinary, well-understood programming fea- 
tures (variable binding, loops, conditionals, 
and the like) and a part that implements 
the unique application-specific functionality 
for which the language was designed. The 
ordinary programming part is necessary 
infrastructure that is, at least functionally, 
common to all little languages. It is pro- 
posed that this infrastructure be encap- 
sulated in a reusable "extension language" 
or "meta-shell" so that it need not be de- 
signed and implemented anew every time 
a little language is needed (see figure). 

It is shown, by example, that Scheme 
is a good choice for this infrastructure ex- 
tension language. It is demonstrated that 
a little language for the development of in- 
teractive graphics applications can be built 
by extending an implementation of Scheme 
with graphics functions implemented in C. 
The Scheme interpreter can then be viewed 
as a very high-level programmable com- 
mand interpreter for driving a large library 
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Application 
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|3\/ Shell 
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\ Computer 
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Graphical Capabilities are provided by a two- 
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of C functions. The same approach could 
link Scheme to a communications library, 
an operating system, or any library of func- 
tions. The extension language approach 
allows a programmer immediate, interac- 
tive access to a library, gives the program- 
mer an experimental programming and 
prototyping capability, and frees the pro- 
grammer from having to reinvent syntax 
and semantics for all the ordinary program- 
ming features of a little language. 

Some further justifications for the choice 
of Scheme as the extension language are 
as follows: 

1. Scheme is a small, simple, elegant lan- 
guage (the reference manual is 43 pages 
long); 


CAN THE MOST 
POWERFUL AND RELIABLE 
MATH SOFTWARE 
REALLY BE THE EASIEST TO USE? 


2. Scheme has been standardized by the 
IEEE (standard P-1178); and 

3. Extendable, robust implementations of 
Scheme in C are available copyrighted 
or in the public domain. 

Basing a software system on an existing 
language like Scheme enables the pro- 
grammer to take full advantage of interac- 
tive programming while avoiding the distrac- 
tions of language design, implementation, 
and maintenance. 

This work was done by Brian C. 
Beckman of Caltech for NASA’s Jet Pro- 
pulsion Laboratory. For further informa- 
tion, Circle 45 on the TSP Request Card. 
NPO-18461 
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calls Macsyma "a national treasure" 
and says: 
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Life Sciences 


High-Performance Water-lodinating Cartridge 

Water is iodinated to near saturation in a single pass. 


Lyndon B. Johnson Space Center, Houston, Texas 



The High-Performance lodination Cartridge iodinates water to near saturation in a 
single pass. 


A high-performance cartridge that con- 
tains a bed of crystalline iodine can io- 
dinate water to near saturation in a single 
pass. The resulting concentration of iodine 
is biocidal; it can suppress the growth of 
microbes in stored water or disinfect con- 
taminated equipment. The cartridge resists 
corrosion and can be stored wet. Further- 
more, it can be reused several times before 
it is necessary to refill it with fresh iodine 
crystals. 

The limited solubility of iodine in water 
(saturation level, 290 mg/L at 20 °C) and 
the unfavorable kinetics of dissolution are 
the primary obstacles that must be over- 
come in producing significant concentra- 
tions of iodine in water. In previous efforts 
to iodinate water by the direct dissolution 
of iodine, water was recirculated several 
times through the iodine bed until the de- 
sired concentrations of iodine were ob- 
tained. This proved too time consuming to 
be practical. In another approach, one first 
dissolves iodine in ethanol to form a tinc- 
ture, which is then added to the water 
system; the iodine/ethanol disperses readi- 
ly in water. In yet another, analogous ap- 
proach, the solubility of molecular iodine 
(l 2 ) can be increased by codissolution 
with potassium iodide (Kl) in the appro- 
priate stoichiometric ratio. This combina- 
tion produces the highly soluble triiodide 
ion (l 3 — ), which provides a “reservoir" of 
the biocidal form, l 2 , under equilibrium 
conditions. However, the disadvantage of 
both the tincture and the iodide methods 
is that they require the addition of sub- 
stances other than iodine to the water. 

As shown in the figure, the cartridge in- 
cludes a stainless-steel housing equipped 
with an inlet and outlet for water. The bed 
of iodine crystals is divided into layers by 
polytetrafluoroethylene baffles. Holes are 
made in the baffles and are positioned 
to maximize the length of the flow path 
through the layers of iodine crystals. In a 


single pass through this cartridge, water 
is iodinated to concentrations of up to 280 
mg/L (nearly saturation level) at rates of 
flow up to 400 mL/min. 

This work was done by Richard Sauer 


of Johnson Space Center and Randall 
E. Gibbons and David T. Flanagan of 
KRUG Life Sciences. For further informa- 
tion, Circle 26 on the TSP Request Card. 
MSC-21855 


Kinetic Tetrazolium Microtiter Assay 

The production of a metabolite can be monitored without killing the cells. 


Lyndon B. Johnson Space Center, Houston, Texas 


A kinetic tetrazolium microtiter assay 
(KTMA) involves the use of tetrazolium 
salts and T riton X- 1 00 (or equivalent), which 


is a newly discovered, nontoxic, in vitro col- 
or developer that solubilizes the colored 
metabolite form&zan without injuring or kill- 


ing the metabolizing cells. This assay pro- 
vides for the continuous measurement of 
metabolism and thereby makes it possi- 
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ble to determine the rate ot action of an 
antimicrobial agent in real time as well as 
to determine effective inhibitory concen- 
trations. It can also be used to monitor 
growth after addition of stimulatory com- 
pounds. This assay is done in 96-well mi- 
croplates, providing multiple specimens 
that enable statistical evaluation of the re- 
sults. Furthermore, the primary calcula- 
tions are of rates determined from multi- 
ple plots of formazan produced over time; 
such calculations are more nearly repro- 
ducible than are the calculations that are 
performed in conjunction with assays by 
prior methods. 

In an older end-point method, organic 
solvents are added to solubilize the for- 
mazan, which is solid, and which is pro- 
duced by the cleavage of tetrazolium salts 
by microbial dehydrogenase. The organic 
solvents kill the cells. Because the new 
assay does not kill the cells, it provides for 
kinetic determination of the efficacy of a 
biocide, thereby greatly increasing the re- 
liability and precision of the results. Fur- 
thermore, this assay can also be used to 
determine the relative effectiveness of an 
antimicrobial agent as a function of time. 

Both of these factors are important in 
using this assay; for example, to select a 
biocide appropriate for treatment of pot- 
able water or to measure physiological 
changes that may have occurred in a 
microbial isolate. This assay can also be 
easily automated and used as a general- 
purpose antimicrobial-susceptibility assay. 
The capability of generating results on the 
day of the test is extremely important in 
treatment of water, treatment of waste, 
and disinfection of hospital rooms, and in 
the pharmaceutical, agricultural, and food- 
processing industries. This assay can also 
be used in many aspects of cell biology; 
for example, to evaluate mammalian 
growth factors or cytotoxicity levels, or to 
measure rates of invasion of bacteria (in- 
fection) into mammalian cells. 

The procedure of the assay can be sum- 
marized as follows: 

1 . Grow cultures of microbes (target cells) 

overnight on an appropriate medium. 

2. Dilute the microbial stock to the appro- 
priate concentration. 

3. Dilute the test chemical stock to the ap- 
propriate concentration. 

4. Prepare microtiter plates as follows: 

(a) Add test chemicals (or effector cells) 
to wells. 

(b) Add suspensions of target cells to 
wells. 

(c) Shake plates for 30 s. 

(d) Incubate at the appropriate temper- 
ature for the appropriate time. 

(e) Add antimicrobial neutralizer (or 
cell-growth stimulator or inhibitor) if 
required. 

(f) Shake plates for 30 s. 

(g) Add microbial-metabolism medium. 


(h) Add tetrazolium salt solution. 

(i) Add phenazine methosulfate. 

(j) Add Triton X-100 (or equivalent). 

(k) Shake plates for 30 s. 

(l) Incubate plates at the appropriate 
temperature in a kinetic plate reader 
for the appropriate time (typically 20 
min to 2 h). (The kinetic plate reader 
is a controlled-temperature, dual- 
wavelength spectrophotometer that 
measures the colors and, thereby, the 
concentration, of formazan in the 
wells.) 

(m) The concentration of cells and tetra- 


zolium salt can be changed to obtain 
maximum results. 

This work was done by Duane L. Pierson 
of Johnson Space Center and Raymond 
Stowe and David Koenig of Krug Life 
Sciences, Inc. For further information, Cir- 
cle 70 on the TSP Request Card. 

This invention is owned by NASA, and 
a patent application has been filed. In- 
quiries concerning nonexclusive or ex- 
clusive license for its commercial develop- 
ment should be addressed to the Patent 
Counsel, Johnson Space Center [see page 
24]. Refer to MSC-21979. 
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Books & Reports 


These reports, studies and handbooks are available from NASA as Technical Support Packages (TSP's) when a 
Request Card number is cited; otherwise they are available from the National Technical Information Service. 



Analysis of Transfers of 
Cryogens in Low Gravity 


Copies may be purchased [pre- 
payment required] from the National 
Technical Information Sen/ice, Spring- 
field, Virginia 22161, Telephone No. 
(703) 487-4650. Rush orders may be 
placed for an extra fee by calling (800) 
336-4700. 

LEW-14715 


Nishioka and James I. Berg of H & N 
Instruments, Inc., for Marshall Space 
Flight Center. To obtain a copy of the 
report, “A New Method for the Meas- 
urement of Surface Tension," Circle 
104 on the TSP Request Card. 
MFS-27275 


A report discusses calculations of the 
thermodynamic aspects of refilling tanks 
with cryogenic liquids in low or zero gra- 
vity. Such calculations are required to 
design a prototype system that will re- 
supply cryogenic propellant liquids to 
re-usable spacecraft that do not return 
to Earth. The equations and computer 
programs developed for the thermody- 
namic analysis will be used to extrapo- 
late important design information from or- 
biting small-scale versions of the system. 

This work was done by David M. 
DeFelice and John C. Avdelott of 
Lewis Research Center P w ther in- 
formation may be found in NASA TM- 
89921 [N87-22949/NSP], “Thermody- 
namic Analysis and Sub-scale Modeling 
of Space-Based Orbit Transfer Vehicle 
Cryogenic Propellant Resupply. " 


Study of Bubble-Count 
Measurement of 
Surface Tension 

A report presents a study of the bub- 
ble-count method of measurement of 
surface or interfacial tension of liquids. 
In the bubble-count method, a gas (in 
the case of surface tension) or a liquid 
(in the case of interfacial tension) is 
pumped at a known rate along a capil- 
lary tube. One end of the tube is open 
and immersed in a liquid that wets the 
tube. The pumped gas or liquid forms 
bubbles, which then detach themselves 
from the immersed open end of the 
tube, and one measures the average 
period, n, for the formation and de- 
tachment of bubbles. 

This work was done by Gary M. 


Materials 


Synthesis, Properties, 
and Applications 
of Boron Nitride 

A report comprises mostly the title page, 
introduction, and chapter-opening pages 
(including abstracts of chapters) of a two- 
volume book, published in 1 990, that desc- 
ribes the synthesis, properties, and ap- 
plications of boron nitride — especially in 
the thin-film form. The book contains 19 in- 
vited chapters written by leading research- 
ers throughout the world. 

Boron nitride films may become useful 
as masks in x-ray lithography; as layers for 
the passivation of high-speed microelec- 
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tronic circuits; as insulating films; as hard, 
wear-resistant, protective films for optical 
components; as lubricants; and as radia- 
tion detectors. In addition, the present 
status of single-crystal growth of boron 
nitride indicates that it is a promising can- 
didate for use in high-temperature semi- 
conductor electronics. 

The report was written and the book 
edited by John J. Pouch and Samuel A. 
Alterovitz of Lewis Research Center To 
obtain a copy of the report, ' 'Synthesis and 
Properties of Boron Nitride, ’ ' Circle 1 7 on 
the TSP Request Card. 

LEW-15299 

Amorphous-Carbon Films 

A report comprises mostly the title page, 
introduction, and chapter-opening pages 
(including abstracts of chapters) of a two- 
volume book, published in 1990, that de- 
scribes the structure, preparation, char- 
acterization, and applications of films of 
amorphous-carbon (also known as dia- 
mondlike carbon). The book contains 29 
invited chapters written by leading research- 
ers throughout the world. Amorphous-car- 
bon films are potentially useful as masks 
in x-ray lithography, as layers for the passi- 
vation of high-speed microelectronic cir- 
cuits, as hard films to protect magnetic 
recording media and optical components 
from degradation by chemical etching or 


wear, and as radiation detectors. 

The report was written and the book 
was edited by John J. Pouch and Samuel 
A. Alterovitz of Lewis Research Center 
LEW-15298 


Structural Efficiencies of 
Fluted-Core Graphite/ 

Epoxy Panels 

Because laminated composite materials 
have densities that are low and stiffnesses 
that are high in comparison with those of 
aluminum, such materials offer the poten- 
tial for the construction of aircraft com- 
ponents that have structural efficiencies 
better than those of the corresponding 
components made from metals. A report 
discusses one concept that may provide 
a practical alternative to some aluminum 
structural components of wings: fluted 
core panels made of graphite/epoxy ma- 
terial. The report includes a description of 
a structural-efficiency study of fluted-core 
sandwich panels of two different configura- 
tions. The results of this study were com- 
pared with the results of a similar study of 
conventional aluminum panels and blade- 
stiffened graphite/epoxy panels. 

This work was done by Dawn C. Jegley 
of Langley Research Center Further in- 
formation may be found in NASA TM- 
101681 [N90- 18070], "A Study of the Struc- 


tural Efficiency of Fluted Core Graphite- 
Epoxy Panels. " 

Copies maybe purchased (prepayment 
required) from the National Technical In- 
formation Service, Springfield, Virginia 
22161, Telephone No. (703) 487-4650. 
Rush orders may be placed for an extra 
fee by calling (800) 336-4700. 

Inquiries concerning rights for the com- 
mercial use of this invention should be ad- 
dressed to the Patent Counsel, Langley 
Research Center [see page 24] Refer to 
LAR- 14539 

Chemical-Vapor Deposition 
of Silicon Carbide 

A report describes experiments in the 
chemical-vapor deposition of silicon car- 
bide (SiC) by pyrolysis of dimethyldichloro- 
silane [(CH^SiCy in hydrogen and argon 
carrier gases. The experiments were di- 
rected toward understanding the chemi- 
cal-kinetic and mass-transport phenomena 
that can affect the infiltration of the react- 
ants into, and the deposition of SiC upon, 
fabrics. This and related studies are parts 
of a continuing effort to develop a method 
of efficient and more nearly uniform de- 
position of silicon carbide matrix through- 
out fabric plies to make improved fabric/ 
SiC-matrix composite materials. 

This work was done by D. E. Cagliostro 
and S. R. Riccitiello of Ames Research 
Center, J. Ren of DeAnza College, and F. 



Introducing a series of practical 
engineering guides written by AT&T technical 
staff in conjunction with design engineers from the 
Department of the Navy. 


MOVING A DESIGN 
INTO PRODUCTION 

Master today's most effective proce- 
dures for moving key designs into 
production, including proven meth- 
ods for parts selection and control, 
strategic manufacturing planning, and 
subcontractor control, and using 
special test equipment. 

DESIGN TO REDUCE 
TECHNICAL RISK 

When first-time success in product 
development is vital, ensure timely 
designs and reduced risk with these 
reliable procedures for design 
requirements, analyses, reviews, 
and drawings — plus parts selection, 
derating criteria, and DoD 5000 
compliance. 


TESTING TO VERIFY DESIGN AND 
MANUFACTURING READINESS 

Here's how to integrate your test programs to 
assure time phasing, adequate resources, and 
elimination of redundancy ... test to environ- 
mental extremes to determine design limits ... 
and use of reliability growth testing (TAAF). 

DESIGN'S IMPACT ON LOGISTICS 

This guide presents state-of-the-art engineering 
methods and program management practices 
for logistics support analysis, personnel and 
spares management, and even the effective 
use of manuals. Throughout, DoD templates 
are used as procedural guides. 

Clip or copy this coupon and FAX or moil it to: 

McGraw-Hill, lnc.,Att: T. Pletscher, 11 W. 19 St , New York, 
NY 10011. FAX 1 -919-337-409! Or call toll-free 1-800-2- 
MCG8AW and charge to your Visa, MasterCard, orAmex 
card. Same free trial privilege applies. 


FREE TRIAL ORDER COUPON 

YESI Rush me my 1 5-day Free Trial copy of ... 

□ MOVING A DESIGN INTO PRODUCTION 

336 pp., 75 Ulus, 0-07-002564-9, $46 00 (Hardcover) 

□ DESIGN TO REDUCE TECHNICAL RISK 

736 pp., 215 Ulus., 0-07-002561-4, $60 00 (Hardcover) 

□ TESTING TO VERIFY DESIGN AND 
MANUFACTURING READINESS 

240 pp., 48 Ulus., 0-07-002566-5, $40.00 (Hardcover) 

□ DESIGN'S IMPACT ON LOGISTICS 

240 pp., 89 illus., 0-07-002562-2, $42.00 (Hardcover) 

Prices do not include local sales tax, postase, and handling. 

I understand that if, after 15 days, I'm not completely satisfied, 

I may return the book and owe nothing. 

Name 


Address. 


City _ 


_ State _ 


-Z.p_ 


Prepayment required on all orders to PO Box addresses. 

Price subject to change. 03TP039 
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Zaghi of San Jose State University. To ob- 
tain a copy of the report, “A Comparison 
of the Pyrolysis Products of Dimethyldi- 
chlorosilane in the Chemical Vapor De- 
position of Silicon Carbide in Hydrogen or 
Argon," Circle 69 on the TSP Request 
Card. 

ARC-13067 

Growth of Fatigue Cracks 
in an Aluminum Alloy 

The closure of cracks as they propa- 
gate may be caused by residual plas- 
tic deformations, roughness of crack 
surfaces, and corrosion or oxide prod- 
ucts remaining in the wake of advanc- 
ing cracks. However, in many structural 
applications, plasticity-induced closure 
is probably the dominant closure mech- 
anism. The report discusses the appli- 
cation of a mathematical crack-closure 
model to study the growth of cracks 
under various load histories. The model 
was based on a crack-tip-plasticity 
concept, which was modified to leave 
plastically deformed material in the 
wake of the advancing crack tip. The 
effect of the thickness of the material 
on plasticity was accounted for by 
using a “constraint” factor in connec- 
tion with tensile yielding at the crack tip. 

This work was done by J. C. 


Newman, Jr., of Langley Research 
Center and D. S. Dawicke of Purdue 
University. Further information may be 
found in NASA TM- 101 544 [N89- 
22135], “Prediction of Fatigue-Crack 
Growth in a High-Strength Aluminum 
Alloy Under Variable-Amplitude Loading. " 

Copies may be purchased (prepay- 
ment required) from the National 
Technical Information Sen/ice, Spring- 
field, Virginia 22161, Telephone No. 
(703) 487-4650. Rush orders may be 
placed for an extra fee by calling (800) 
336-4700. 

Inquiries concerning rights for the 
commercial use of this invention should 
be addressed to the Patent Counsel, 
Langley Research Center [see page 
24]. Refer to LAR- 14439 

Tubing for Sampling 
Hydrazine Vapor 

A report evaluates flexible tubing 
used for transporting such hypergolic 
vapors as those of hydrazines for quan- 
titative analysis. For accurate meas- 
urement, a tube should allow free pas- 
sage of the highly chemically active 
vapor without absorbing or reacting 
with the vapor. 

The report describes experiments 


in which a variety of tubing materials, 
chosen for their known (or assumed) 
compatibility with hydrazine, their flex- 
ibility, and their resistance to heat. 

This work was done by Josh Travis 
of Kennedy Space Center, Patricia S. 
Taffe of Geo-Centers, Inc., and Susan 
L. Rose-Pehrsson and Jeffrey R. Wyatt 
of the Naval Research Laboratory. To 
obtain a copy of the report, “Inert 
Sample Transport Tubing," Circle 18 on 
the TSP Request Card. 

KSC-11458 



Mechanics 


Deriving Indicial 
Response From Navier- 
Stokes Equations 

A report discusses research directed 
toward recasting the indicial-response ap- 
proach into a form appropriate to the study 
of vortex-induced oscillations and related 
aerodynamic and aeroelastic phenomena. 
This is one in a continuing series of papers 
on the mathematical modeling of these 
phenomena, and as such, it serves two 



Measuring Pressures? 


Consider the 
intelligent alternative. 

The System 9000 from Pressure Systems, Inc. is some- 
thing new for measurement of multiple pressures in 
industrial applications. It's an intelligent, yet economi- 
cal, turnkey system that networks microprocessor-based 
modules for measurement of pneumatic or all-media 
pressures, analog signals, frequency and digital inputs. 

The System 9000's Intelligent Pressure Scanners inte- 
grate PSI's performance-proven electronic pressure 
scanners with microprocessors to provide digital com- 
pensation of sensor characteristics for high-accuracy 
data acquisition. 

And, at about $200 per pressure point, the System 9000 
makes this most advanced pressure measurement 
technology one of the most affordable. Contact 
Pressure Systems for details! 


PRESSURE SYSTEMS 

Pressure Systems, Lnc. 

34 Research Drive 

Hampton, VA 23666 

(804) 865-1243 Fax: (804) 766-2644 
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purposes: (1) to show how the deficiency 
of a prior mathematical model (which does 
not predict the self-sustained oscillations 
that are observed in experiments) can be 
overcome to include the effects of memory 
(that is, of prior flow conditions), which are 
necessary for modeling of an oscillatory 
but otherwise equilibrium state; and (2) 
using the method thus developed to 
analyze the particular case of flow past 
a cylinder that is in periodic forced trans- 
verse motion. 

This work was done by K. V. Truong and 
M. Tobak of Ames Research Center Fur- 
ther information may be found in NASA 
TM-102856 [N91-13408J "Indicial Response 
Approach Derived From Navier-Stokes 
Equations Part I — Time-Invariant Equilib- 
rium State." 

Copies may be purchased [prepayment 
required] from the National Technical In- 
formation Service, Springfield, Virginia 
22161, Telephone No. (703) 487-4650. Rush 
orders may be placed for an extra fee by 
calling (800) 336-4700. 

ARC-13091 

Computations of Flows 
in Flapper Valves 

Three reports describe computational 
studies of the flows of liquid oxygen and 
liquid hydrogen in the flapper valves that 


are located at the quick-disconnect inter- 
face between the main propellant feed- 
lines of the Space Shuttle orbiter and the 
Space Shuttle external tank. Each flapper 
can be oriented at various positions and 
angles of attack with respect to the affect- 
ed flow, by use of a pneumatic actuator 
on the orbiter side. One of the main design 
requirements, and the major concern in 
these studies, is that the flappers remain 
stable in a valve-open position and orien- 
tation; that is, that neither valve closes dur- 
ing flow. 

This work was done by Mastanaiah 
Kandula and Dan Pearce of Lockheed 
Engineering & Sciences Co. for Johnson 
Space Center. To obtain copies of the 
reports, " Computational Fluid Dynamics 
Analysis of Space Shuttle Main Propulsion 
Feed Line 17-Inch Disconnect Valves," 
"Flow Analysis of Space Shuttle Feed Line 
17- Inch Disconnect Valve," and "Three-Di- 
mensional Navier-Stokes Simulation of 
Space Shuttle Main Propulsion 17-Inch 
Disconnect Valves," Circle 62 on the TSP 
Request Card. 

MSC-21993 


Experiments in 
Characterizing Vibrations 
of a Structure 

A report discusses experiments that 
were conducted to test methods of iden- 
tification of vibrational and coupled rota- 
tional/vibrational modes of a flexible struc- 
ture. The report is one in a series that 
chronicle the development of an integrated 
system of methods, sensors, actuators, 
analog and digital signal-processing equip- 
ment, and algorithms to suppress vibra- 
tions in a large, flexible structure even 
when the dynamics of the structure are 
partly unknown and/or changing. The two 
most recent prior NASA Tech Briefs ar- 
ticles that describe aspects of this con- 
tinuing research are "Autonomous Fre- 
quency-Domain Identification" (NPO-18099), 
Vol. 16, No. 3 (March 1992), page 70, and 
"Automated Characterization of Vibrations 
of a Structure” (NPO-18141), Vol. 16, No. 5 
(May 1992), page 79. 

This work was done by Yeung Yam, 
Fred Y. Hadaegh, and David S. Bayard of 
Caltech for NASA’s Jet Propulsion Lab- 
oratory. To obtain a copy of the report, 
" Experiments in On-Orbit Identification for 
Control of Space Structures," Circle 4 on 
the TSP Request Card. 

NPO-18279 
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AN IMPORTANT PART 
OF YOUR PHOTOCOPIER 
ISN'T PART OF 
YOUR PHOTOCOPIER 

Having a machine may not permit you to photocopy 
books, journals, newsletters and magazines. 

The Copyright Clearance Center CAN. 
Contact us to find out 
how you too can COPY RIGHT! SM 

COPYRIGHT CLEARANCE CENTER 

27 Congras Street, Salem. MA 01970 □ Tfel. (508) 744-3360 □ Rut (508) 741-2318 
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ZIRCONIA FELT - 

THE UNIVERSAL INSULATION 

ZIRCAR's Zirconia Felt is a flexible ceramic textile 
designed for use in corrosive environments and at high 
temperatures (up to 2200° C). Comprised of mechani- 
cally interlocked zirconia fibers, it is 100% inorganic 
and has very low thermal conductivity. 

Suggested applications include: 

• Thermal insulation in 
crystal growth furnaces 
and guidance electronics 

• Fire protection in high 
tech battery systems 

• Chemical barriers in 
powder metal part sintering 

• High performance gas 
diffusion burners 


ZIRCAR's Zirconia Feltis available in 18" x 24” 
sheets in two (2) standard thicknesses (.1" and .05"). 
Custom sizes, shapes and die-cut parts are available 
on request. For more information, please contact: 

ZIRCAR Products, Inc. 

110 North Main Street 
Florida, New York 10921 
Phone #(914) 651-4481 
Fax #(914) 651-3192 
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7^ Available on 
GSA Contract 
Group 81/SIN 617-2 


The ANVIL Mobile Home 


T ransportahle systems deserve an engineered home. ANV'IL CASES 
has over forty years experience in designing and manufacturing 
cases for transportable systems. Cases which add value and 
functionality to the systems they house. When your system needs 
to travel, send it in an ANVIL Mobile Home. 

ANVIL’s ATA Compliant Mobile Home Provides: 

• Protection from the hazards of the road 

• Easy set-up and tear-down 

• Reduced total shipping costs 

• Extended system life through protection 

ANVIL CASES provide the Comfort and Protection of Home 

CALL 800-FLY-ANVIL or 800-359-2684 
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Neural-Nets Made Easy! 


VisSim/Neural-Net “ 


VIsSim/Neural-Net is an 

integrated version of the 
popularneural-net package 
NeuroWindows « from Ward 
Systems Group. 


All with the click of a mouse. 
Change parameter settings and 
learning methods interactively. 
VisSim/Neural-Net can be used 
to solve a variety of problems, 
such as system identification. 


The VisSim™ dialog box 

interface lets you choose VisSim/Neural-Net runs on MS/ 

from 4 different learning Windows systems. Price: $495. 
methods From supervised 


to unsupervised learning. 

r^.| Visual 

Solutions 


Call for a free working demo! 


487 Groton Road 
Westford MA 01886 
Tel 508-392-0100 
Fax 508-692-3102 
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New on the Market 



A passive liquid crystal display 

(LCD) developed by Sharp Electron- 
ics Corp., Camas, WA, mirrors the 
image quality, color saturation, and 
brightness of thin-film transistor dis- 
plays costing much more. The new 
LM64C08P features split screen/du- 
al scan multiplexing, high-speed 
drivers for a 1 :240 duty cycle, and 
improved color filters. 

For More Information Circle No. 567 



A 64-bit microprocessor developed 
by NEC Corp. and MIPS Technolo- 
gies Inc., Mountain View, CA, en- 
ables notebook computer users to 
run application programs easily 
under Windows NT™ and other 
advanced operating systems. The 
first member of the Ml PS® low-pow- 
er processor family, the R4200 
achieves an 80 MHz internal clock 
speed doubled from a 40 MHz ex- 
ternal clock source and delivers 55 
SPECint92 and 30 SPECfb92. 

For More Information Circle No. 563 

BBN Software Products, Cambridge, 
MA, has released BBN/Corner- 
stone™, data analysis software for 
client/server computing that inte- 
grates data access, visualization, sta- 
tistical analysis, and presentation. 
Integratingobject-oriented technol- 
ogy, the GUI-based package com- 
prises a base module providing a 
data analysis framework, broad data 
access capability, dynamic graph- 
ics, and an innovative worksession 
capture mechanism. 

For More Information Circle No. 569 


A wireless data logger introduced 
by John Fluke Mfg. Co. Inc., Everett, 
WA, enables immediate data col- 
lection and transmission from loca- 
tions previously considered too re- 
mote, inaccessible, or environmen- 
tally hostile for real-time monitor- 
ing. The portable, 21 -channel 
2625A/RF Hydra Wireless Logger 
uses spread-spectrum RF technol- 
ogy to transmit data to a PC up to 
800 feet away. Hydra measures a 
range of input types without exter- 
nal signal conditioners or danger of 
damage from ground loop, com- 
mon voltage, or voltage spikes. 

For More information Circle No. 572 



Lucas Schaevitz, Pennsauken, N), 
hasannounced the Linear Ball Bear- 
ing series of LVDT-type gauging 
probesfor on-linedimensional mea- 
surement in a variety of qual ity con- 
trol and metrology appl ications. The 
probes utilize linear ball bearing 
assemblies to minimize radial play 
and friction for ultra-precise mea- 
surement. Precision fitting of probe 
and bearings to the plunger tube 
provides exceptional gauge head 
repeatability (0.000004 in.). 

For More Information Circle No. 571 



Real Time Devices Inc., State Col- 
lege, PA, hasunveiledtheCMF8680 
cpuModule™, a personal computer 
measuring 3.8" x 3.6" and weighing 
just 3 ounces. It includes a CGA 
graphics and LCD interface, 16-bit 
IDE harddrive controller, high-den- 
sity floppy controller, PCMCIA in- 
terface, AT-enhanced bidirectional 
parallel port, two RS-232 ports, and 
an RS-485 series port. 

For More Information Circle No. 560 

The ACUITY™ gm865x1 Image Re- 
sizing Engine announced by Gen- 
esis Microchip Inc., Markham, 
Ontario, is a patented image/video 
resizing 1C designed for high-qual- 
ity multimedia, video conferencing, 
and desktop publishing systems. 
Containing more than 500,000 tran- 
sistors and executing billions of op- 
erations per second, it is the first 
device capable of providing both 
image shrink and zoom while main- 
taining the maximum image quality 
possible with a single 1C, according 
to the manufacturer. 

For More Information Circle No. 564 
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Now There’s A Fast & Easy Way To Search 
30 Years of NASA Technology Breakthroughs 


S 7ntrocfucin y 


NTB: ONLINE 


^Tew from the publishers of NASA Tech Briefs: the first 
and only online database containing all 15,000+ technical 
briefs generated by NASA over the past three decades. Now 
you can instantly search NASA's vast resources to find 
ready-made solutions to your engineering problems and 
novel ideas for new products. Discover a gold mine of 
innovations in electronics, computing, materials, mechanics 
and other key high-tech fields. 

The database is updated monthly to ensure you have online 
access to the latest tech briefs as soon 
as they are published. Full text is in- 
cluded for all briefs from 1989-present; 
synopses are provided for briefs 
published in prior years. 

At the heart of NTB:ONLINE is a 
powerful, intelligent search engine 
that enables you to uncover infor- 
mation otherwise overlooked using 
traditional search methods. You can 
search the database using phrases, 
sentences, or paragraphs of free text. 

The most promising documents 
from the initial search then can be 


used to retrieve additional relevant records. Searching and 
receiving information takes seconds, from one-key logon to 
downloading of your search results. You can print or save 
lists of titles or full reports from a pull-down menu. 

Offered exclusively as part of the Knowledge Express™ 
selection of online technology databases, NTB:ONLINE is 
linked with two dozen other databases (searchable at addi- 
tional charge) featuring licensable technologies from the 
Department of Energy, the EPA, NIST, MIT, and more than 
1 00 other government agencies, labo- 
ratories and universities. 

As a charter subscriber, your cost 
for a full year of unlimited access to 
NTB:ONLINE (including down- 
loading of reports) is only $395, plus 
a $6.00 per usage hour communica- 
tions fee. One successful application 
of NASA research could repay your 
modest investment in NTB:ONLINE 
many times over. 


Subscribe today using the conve- 
nient form below. 



Yes! I want to tap into NASA's multi-billion dollar technology bank to gain a competitive edge. Sign me up for: 

J NTB:ONLINE — 1 NTB:ONLINE 60-day trial subscription — $95 

one-year subscription — $395 (Credit card orders only. Your account automatically will be billed 

$300 for the balance of the year if subscription is not cancelled in 
writing by the end of the 60-day period.) 

□ check enclosed (payable to Knowledge Express Data Systems) 

□ bill my credit card account: O AmEx Q Visa Q Mastercard 

Expire Date 


Account No. 


Signature. 
Name 


Company 

Address 

City/St/Zip 
Phone No. 


FORMAT 


□ Macintosh 

□ IBM-compatible 

C_) I need more information; 
please have a sales representa- 
tive call. 


Mail to: NASA Tech Briefs: ONLINE, 41 East 42nd St., #921, New York, NY 10017. Fax credit card orders to: (212) 986-7864. 




OLID STATE IS OUR BUSINESS 



Our Solid State Relays 
Are Solid In EveryWay 


Surface 
Mount 
Sho hti 

25 years of solid state relay experience— commercial/industrial expe- 
rience since 1968. All of our products contain that know-how. Our 
price/performance ratios are better than ever. Here is an example: 

Housed in a 6 pin mini-DIP, the C60 Series is a family of bi- 
directional FET output solid state relays capable of controlling ac, 
bi-directional or dc loads. The optically coupled C60 handles a broad 
range of switched voltages (up to ±360 Vdc) and currents (up to 1.0 
Arms/2.0 Adc). The unique three terminal output allows the user to 
parallel the output FETs externally for dc operation ensuring low on 
resistance down to 0.075 ohms. 

TTTELEDYNE SOLID STATE 

Home Office. 12525 Daphne Avenue. Hawthorne. CA 90250 
Telephone: 213-777-0077 • FAX: 213-779-9161 
OVERSEAS: GERMANY. (0611) 7636-M3; ENGLAND: (081) 571-9596; 

BELGIUM: (02) 673-99-88; JAPAN: (03) 3797-6956. 

For More Information Circle No. 609 


SHOCKS 

VIBRATION RECORDERS 


Smart, on-board time history data 
recorders for multi-channel, multi- 
event field data acquisition. 1-9 
channel models offering up to 
24MB data storage. Fully user- 
configurable data sampling (30 
Hz - 24 kHz), triggering, and sig- 
nal conditioning schemes allow for 
truly ‘smart' field operation. Re- 
corder setup and data playback 
on your PC! All models battery 
powered for self-contained op- 
eration for 30-60 days! 

Use IST's new DynaMax™ soft- 
ware for PC-based recorder setup, 
playback, waveform graphics, 
spreadsheet-style data manipu- 
lation, editing & sorting. Additional analysis for velocity and displacement 
waveforms, Power Spectral Density profiles, Shock Response Spectrum 
profiles, digital filtering, histogram plots- and more. 


If you're looking for turn-key, integrated 5 calibrated sensing and recording 
systems for on-board measurement of Shock, Vibration, Strain, Pressure, 
Temperature, or Humidity: 

Instrumented CALL, WRITE; OR FAX: 
Sensor 

Technology (517)349-8487 

4704 Moore St., Okemoe, Ml 48864 FAX (517) 349-8469 




Measures and Records 30 Acceleration 



New Literature 



A 48-page catalog published by 
Colder Products Co., St. Paul, MN, 
describes more than 700 standard 
sizes and configurations of quick 
couplings for plastic tubing, includ- 
ing panel mount, in-line, and el- 
bows to fit 1/1 6" to 1/2” tubing. Pipe 
thread, hose barb, or ferruleless 
polytube fittings are built in. High 
flow valve options include straight- 
through flow and single- or double- 
sided shutoff. 

For More Information Circle No. 586 

A full-color brochure from Ameri- 
can Poly-Therm Company Inc., Lin- 
coln, CA, describes its design, fabri- 
cation, and production of advanced 
composite components. The com- 
pany offers presses ranging from 20 
to 2500 ton capacity, filament wind- 
ing of structures up to 1 20 inches in 
diameter, and autoclaves up to 8 
feet in diameter, as well as layup, 
tube winding, rubber molding, and 
precision foam molding. 

For More Information Circle No. 583 



Excellence in Motion 



A free brochure from Anorad Corp., 
Hauppauge, NY, focuses on its pre- 
cision motion control products and 
capabilities. Showcased products in- 
clude linear, rotary, and multi-axis 
stages; single- and multi-axis elec- 
tronic motion controllers; vision and 
process equipment; linear motors; 
and a variety of structural materials. 
For More Information Circle No. 587 


Literature from Metal Powder In- 
dustries Federation, Princeton, N), 
outlines powder metallurgy (P/M) 
capabilities. The 20-page brochure 
explains the benefits of P/M, sec- 
ondary operation, materials proper- 
ties, design guidelines, near-fully 
dense products, applications, and 
how to specify parts. 

For More Information Circle No. 581 

Microfocus noncontacfing mea- 
surement systems, showcased in a 
brochure from UBM Corp., Rosell, 
N|, feature autofocusing, laser scan- 
ning microscopy, triangulation, fo- 
cus error measurement, and induc- 
tive sensors. The systems conduct 
macro and micro surface pro- 
filometry, recognize defects, and 
measure surface structure and rough- 
ness. They can be applied to metals, 
coatings, micromechanics, glass, 
lenses, paper, and solder paste. 

For More Information Circle No. 584 



Linear electric cylinders and con- 
trols are highlighted in a 200-page 
product catalog and engineering 
guidefrom Industrial Devices Corp., 
Novato, CA. It includes specifica- 
tions, speed versus thrust perfor- 
mance charts, options, and acces- 
sories for rod-type and rodless elec- 
tric cylinders and positioning con- 
trols. New products include the NS 
series rod-type cylinders for auto- 
mated linear motion applications 
requiring high load and duty cycle. 
For More Information Circle No. 585 

Lockheed's Aerospace Ceramic Sys- 
tems, Sunnyvale, CA, has released a 
brochure featuring HTP fused-fiber 
ceramics, which offer thermal, cryo- 
genic, and load-bearing insulation; 
high tensile and compressive 
strength; moisture resistance; light 
weight; and long life. Available 
vacuum-formed, cast, or machined, 
the materials can be tailored to pro- 
vide specific characteristics for use 
in antenna radomes, microwave 
components, frequency-selective 
surfaces, artificial dielectric lenses, 
and laser-hardened systems. 

For More Information Circle No. 582 
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If It’s Critical To Your Business, 
You’ll Find It At NetWorld Dallas. 

October 5-7, 1993 • Dallas Convention Center 


Today’s business leaders want a place to network about net- 
working. To learn about burgeoning strategies without totally 
abandoning current investments in hardware and software. 

To find experts with the know-how and companies with the 
how-to. To meet influential decision makers who make decisions. 

Find Out What You’re Looking For At NetWorld Dallas. 

NetWorld Dallas is today’s premier network computing trade 
show and conference. An explosive three-day event where 
attendees and exhibitors find logical solutions, not complex 
theories or pie-in-the-sky concepts. A cutting-edge show where 
qualified attendees, high-profile exhibitors, interactive product 
showcases and multifaceted educational seminars are the norm, 
not the exception. 

NetWorld Dallas is a business- proven resource center for a host 
of rising new networking developments including client/server 
computing, mobile networking services and advanced peer-to-peer 
networking. Whether you’re downsizing or rightsizing or looking 
for a UNIX-to-PC connection, NetWorld Dallas is the perfect 
environment to find the right products, services and solutions. 

NetWorld® is a registered trademark of Novell, Inc. which has been licensed to Bruno Blenheim Inc. 
through October 14, 1993. Networks Expo™ is a trademark of Bruno Blenheim Inc. The shows con- 
ducted under the name Networks Expo™ will not be licensed or sponsored in any way by Novell, Inc. 
ShowNct® is a registered trademark of Bruno Blenheim Inc. 


Find Out What You Need To Know At NetWorld Dallas. 
NetWorld Dallas brings it all right to you via the most compre- 
hensive educational conference and exhibit program available 
today. Take advantage of a business and learning forum where 
industry experts and international product vendors provide 
up-to-the-minute, relevant information to the people who need 
it to make their business work. And witness our unparalleled 
ShowNet® System which places mission-critical information 
right at your fingers. 

Find Out Flow You Can Be A Part Of NetWorld Dallas. 

At NetWorld Dallas, you’ll find more than just critical informa- 
tion. You’ll find just how critical a networking event this is for 
your business’ computing plans. For additional show informa- 
tion call 800-829-3976 X9569, 201-346-1400 or Fax 
201-346-1602. 

NETWPRLD' 


NetWorld Becomes Networks Expo In 1994 


gg I _ NetWorld *93 Dallas is produced and managed by Bruno Blenheim Inc. 

BLENHEIM Fort Lee Executive Park, One Executive Drive, Fort Lee, NJ 07024 
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R&fM Prediction 
and FMECA 


<&> 


PSI's software b pocked witfi powerful features such 
as user-friendly interface, a visible indentured 
assembly tree, pulldown and pop-up windows and 
superior report outputs. Optional enhancements are 
also available to increase software capability and 
expedite analyses. 

QlehiitlyPltdidon * WIHDK-2I77AIAI 

□ Port (ami MM* * HII-HDBK-2I7AI 

□ MICA * MSID-U29A * FMB-91 
* m-SW-2165 * AMCf 750-2 

□ System Itlobility * XK-57D-7JM ★ WIH0U-3U 

□ MatialtelahiSlv * l, Ikon Jl-im-000332 

□ Mtthmktl feloirffy ★ DTtCtO/VIO 
a Mttrtanabikty * Mil ■HDSK-A72 


Put us to the test. Call for a FREE DEMO! 


POWERTRONIC 
SYSTEMS, INC. 


13700 Chef Mentor Highway Hew Orleans, Louisiana 70129 
504-254-0383 FAX 504-254-0393 


100,000 

PATENTS 


SENSORAY Model 41 9 for the IBM-PC 
combines sensor excitation, A/D con- 
version and digital processing in a com- 
pact 16-channel plug-in-board. 

(503) 684-8005 
FAX(503) 684-8164 


5Efl5DRflV 


10 EACH 

For only $995, you will receive every 
page of every new patent filed with 
the USPTO in 1993. Over 100,000 
patents (one million pages) per year. 
Backfiles and subsets also available. 
For free samples and complete infor- 
mation about Q-Data PatentFile™ 
microfiche subscriptions, send fax to 
1-813-525-6745 or call toll-free: 


Q-DATA WORLDWIDE, INC. 

1-800-237-3530 


“Optics 
for 

Industry” 

Free 130 page product catalog from Rolyn, 
world's largest supplier of "Off-the-Shelf" optics. 
24-hour delivery of simple or compound lenses, 
filters, prisms, mirrors, beamsplitters, reticles, 
objectives, eyepieces plus thousands of other 
stock items. Rolyn also supplies custom prod- 
ucts and coatings in prototype or production 
quantities. ROLYN OFTICS Co., 706 Arrowgrand 
Circle, Covina, CA 91722-2199, (818)915- 5707, 
FAX (818)915-1379 
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New from 3M 

The Engineering Kit for Foil Shielding 
Tapes contains 3M’s full line of foil 
shielding tapes in a compact dispenser 
box, making specifying and prototyping 
faster and easier. It is economically 
priced at $67.00, plus tax, shipping 
and handling. 

To order the kit, call your authorized 
distributor or call 1-800-328-1368. 
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INTELLIGENT DATA ACQUISITION 


Now you can run high speed data acquisition 
under Windows™ . A Data Acquisition 
Processor™ with on-board intelligence* 
handles the critical part of an application: the 
tasks that run in real time. The DAP can be 
controlled from any Windows language or 
application that can make DLL calls. The one 
shown here is written in Visual Basic™ and 
uses only seven DLL functions. 'i486 

Microstar „„„ 

■■■■■■^^^HPhone 206/453-2345, 

Laboratories # or tax 206/453-3199 
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Vitli o Cross Ham 
AN d LirvL Generators 


( II.VSS 


© 


SupFRiMposE Cross HaIrs 
onto ReaHIme VidEO 

For AlkfNMENT, SiqhriNq, & TliqkliqhiiiNq 
j Oil: 505 ^ 589^5690 

Ylbj^AO 6*7 S RRo.uk w Siiii B-F 1 8 Hoddm, CO 80^0) 
^ Fax: J0M94-026I 
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MARKETPLACE 


To Advertise — Call (212) 490-3999 


EPIX® 

3005 MacArthur Blvd 
Northbrook, IL 60062 
Tel /708 498 4002 
Fax/708 498 4321 


VAnSEAl.ll 


Spring-Energized Seals 

for Low and High Pressures 

• Low friction, chemically inert 
Turdte® seal compounds 

• Vacuum to 30000+ psi 

• -350 to +575°F 

• Standard, metric and custom sizes 

• Call 1-800-466-1 727 tor information 


American Variseal 

P.O. Box 1479 
510 Burbank Street 
Broomfield, Colorado 80038 
Fax:303-469-4874 


4MEG VIDEO Model 10 

Flexible Imaging & Application 
Accelerator for the PC/AT 

■ 8-8000 Pixels per Line 

■ 2-19 MHz Sampling & 
Display Rate 

■ 4 orl MB Image Memory 

■ 10 MIPs Programmable 
Application Accelerator 

- RS-170, CCIR, & Non- 
Standard Video 

■ Area or Line Scan Input 

■ Analog/Digital Input 

■ Extensive Software 
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FREE! 

130 

Page 

Catalog 
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MARKETPLACE 


To Advertise— Call (212) 490-3999 


MICROCONTROLLERS 


• C Programmable 

• Data Acquisition 

• Control /Test 

• Excellent Support 

• From $159 Qty 1 

• New Keyboard 
Display Modules 


Use our Little Giant™ and Tiny Giant'" miniature control- 
lers to computerize your product, plant or test department. 
Features built-in power supply, digital i/0 to 48+ lines, 
serial I/O (RS232 / RS485), A/D converters to 20 bits, 
solenoid drivers, time of day clock, battery backed 
memory, watchdog, field wiring connectors, up to 8 X 40 
LCD with graphics, and more! Our $195 interactive Dy- 
namic C'" makes serious software development easy. 
You're only one phone call away from a total solution. 


Z-World Engineering 

1724 Picasso Ave.. Davis. CA 95616 
( 916 ) 757-3737 Fax: (916) 753-5141 
Automatic Fax: (916) 753-0618 
(Call Irom your lax. request catalog 418) 


REAL-TIME NETWORK 


The SCRAMNet Network™ combines the real- 
time speed of replicated shared memory with the 
flexibility of a fiber optic LAN to get microsecond 
response from multi-vendor computers. It allows 
you to connect dissimilar computers at 1 50/Mbits/ 
sec over fiber optics, with zero software overhead. 
This replicated shared memory network offers 
data filtering, programmable byte swapping, and a 
sophisticated interrupt structure. 

Systran Corp., 4126 Linden Avenue, 

Dayton, OH 45432-3068 USA. 

Phone (513)252-5601 or 1-800-252-5601 
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High Density— High Resistance- 
Flexible Resistance Temperature 
Detector Model 24123 




,._v> V 

Imosi any / * ^.\ 

of surface / * 

peraiurc / 


RdF introduces 
a low cost, flexi- 
ble, very ther- 
mal mass foil 
sensor designed 
for almost : 
type of surface 
tempt 
measurement. 

Resistance den- 
sities of up to 

5000 ohms per inch are normal. This higher densi- 
ty provides for a much higher resistance versus 
temperature slope, up to 5 ohms per degree F. This 
makes interfacing with recording instrumentation 
easier. The overall thickness is less than .010 over 
the sensing a rea. 

S Corporation 

Specialists in Temperature Measurement 
23 Elm Ave, PO Boa 490. Hudson, NH 03051 -0490 
Tel: 800-445-8367 Faa: 603-882-6925 


ADVERTISERS INDEX 


3M Electrical Specialties Division (RAC 427,413)79.96 



(RAC 432).... 

63 


(RAC 414).... 

96 

AMETEK 

(RAC 498).... 

49 


(RAC 629).... 

2 



...22-23 


(RAC 649).... 

27 

Autodesk. Inc. 

(RAC 624).... 

87 


(RAC 658).... 

38 

Bimillennium Corporation 

(RAC 429).... 

20 

Boeing Computer Services 

(RAC 416).... 

13 


(RAC 527).... 

88 


(RAC 380).... 

4 

Computer Vision Corporation 

(RAC 554).... 

2 

Contemporary Cybernetics Group. .. 

(RAC 422).... 

17 



91 


fRAC 6621. .. 

25 

DSP Development Corporation 

....(RAC 620). ...COV IV 

Dynamics Research Corporation 

....(RAC 496).... 

5 

EPIX. Inc 

....(RAC 390)... 

96 


Phillec, Inc 

(RAC 511) 

(RAC 404) 

71 

96 


(RAC 636) 

1 


(RAC 448) 

90 


(RAC 401) 

96 


(RAC 672) 

21 


(RAC 670) 

97 

RGB Spectrum 

(RAC 467) 

12 

Rolyn Optics Co 

(RAC 491) 

96 


Sensoray 

Soft Warehouse 

Spellman High Voltage 

Electronics Corp 

Stanford Research Systems 

Structural Research and 

Analysis Corporation 

Systran Corporation 

Technology 2002 Prodeedings 

Technology 2003 

Teknor Microsystems. Inc 


..(RAC 394) 96 

..(RAC 474) 61 

..(RAC 434) 44 

..(RAC 364) 31 

..(RAC 388) 72 

..(RAC 479) 97 

97 

57.75 

..(RAC 468) 98 


Teledyne Solid State (RAC 609) 94 

Texas Instruments (RAC 421) 69 

Tranter. Inc. (RAC 644). ...COV III 

TransEra Corporation (RAC 464) 62 

United Technologies 

Microelectronics Center (RAC 321 .322) 

Velmex, Inc .. (RAC 409) 

Videopaq (RAC 438) 

Visual Solutions (RAC 510) 92 

Zircar Products. Inc. (RAC 501) 91 

Z-WorkJ Engineering (RAC 460) 97 


ESL (RAC 538) 51 

Ruoramlcs. Inc (RAC 520) 56 

Frequency Devices. Inc (RAC 436.640)32.35 

Gould. Inc (RAC 481) 7 

Hardigg Cases (RAC 478) 43 

Harris Computer Systems (RAC 668) 41 

Hewlett-Packard Co (RAC 606) 67 

Houston Instrument (RAC 550) 2 

Hughes Aircraft Company 9 

Indium Corporation of America (RAC 677) 37 

Instrumented Sensor Technology (RAC 402) 94 

Intergraph Corporation (RAC 638) 10-1 1 

John Fluke Mfg. Co.. Inc. (RAC 451) 47 

Kaman Instrumentation (RAC 502) 68 

Kevex X-Ray, Inc (RAC 420) 18 

Loral Data Systems (RAC 477.547)33.50 

Macsyma. Inc. (RAC 485) 85 

Master Bond. Inc (RAC 444) 70 

MathSoft, Inc (RAC 688) 19 

McGraw-Hill. Inc. (RAC 524) 89 

Meridian Laboratory (RAC 488) 68 

Merlin Engineering Works (RAC 461) 70 

Microstar Laboratories (RAC 433) 96 

Miles. Inc (RAC 533) 83 

Minco Products. Inc (RAC 650) 98 

MTI Instruments (RAC 449) 55 

National Instruments (RAC 681) 3 

Networld 93 Dallas (RAC 641) 95 

Nlcolet Measurement Instruments (RAC 523) 29 

NTB:ONLINE 93 

Numonics (RAC 660) 59 

Parker Hannifin Corp.. Daedal Division (RAC 548) 45 

Patton A Patton 

Software Corporation (RAC 499) 60 


Technology 2002 Conference Proceedings 

1000 Pages Of High-Tech Innovations 

If yon missed the show, 

here’s your chance to discover the best new technology 
being generated by NASA, the Departments of Energy and Defense, 
and other key government agencies. 

Two-volume set features the keynote addresses 
by NASA administrator Daniel Goldin and 
Maryland senator Barbara Mikulski as well as 
120 papers spotlighting new inventions 
with commercial promise in: 


• Advanced Materials 

• Artificial Intelligence 

• Biotechnology /Life Sciences 

• Computer Technology 

• Data Management & Storage 


♦ Energy /Environmental Technology 

♦ Manufacturing 

♦ Microelectronics/Optoelectronics 

♦ Sensors & Signal Processing 

♦ Robotics 


NASA Tech Briefs, July 1993 


S/3 while supplies last. 


•» Ship me _ set(s) of the Technology 2002 official proceed- 
ings at $75'" each postage-paid. (NY residents add sales tax 
to total.) Total enclosed: $ 


I Send me information on ordering audiocassettes of 
Technology 2002 symposia and workshops. 

Name 

Company 

Address 


City /State/Zip 
Phone # 


FAX # 


Mail with check or money order to: 
Associated Business Publications 
41 East 42nd St.. #921 
New York, NY 10017 

For credit cord orders call (8(KU 944-NASA . 

■■■■■■ 








Thermofoil “ Heater 
Assemblies 


FORM 


r 



FIT 


Thermal processing • Commercial appliances 
Aerospace and medical devices 


FUNCTION 


Thermofoil heater assemblies feature etched-foil heaters factory- 
mounted to mating metal parts. Minco’s specialized techniques ensure 
a fail-safe bond and long-life performance. 

• Complete thermal subassemblies • Integral temperature sensors, 

• Standard and custom thermostats, connectors, and 

temperature controllers wiring harnesses 


7300 Commerce Ln. 
Minneapolis, MN 
55432-3177 USA 


MINCO 

PRODUCTS, INC. 


Phn: 612/571-3121 
Telex: 687-9025 
FAX: 612/571-0927 
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TEK-AT4 

486SX/DX/DX2 Half-Size PC/AT 



• PC/AT or Embedded operation 

• 486SX/DX/DX2 upgradable 

• 66Mhz clock speed with DX2 

• 1 Mbyte of bootable Flash EPROM 


The ruggedized all-CMOS TEK-AT4 486 single board 
computer is ideal for PC/AT or embedded operations in 
aerospace, telecommunications, medical or industrial 
applications. It measures only 4.7x7" and comes com- 
plete with disk interfaces, RS232/485 serial ports, 
onboard SRAM and bootable Flash EPROM support. 

Call Teknor today at 1-800-387-4222 for a free literature 

package on the TEK-AT4 and 

our complete line of PC/AT sin- rp TEKNOR 

gle board computers. J microsystems inc 
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The Technology Connection 


To Advertise Call (800) 944-NASA 


Meetings/Workshops 


Technology 2002 Conference Proceedings 

1000 Pages Of High-Tech Innovations 

If you missed the show, hoe's your chance to discover the best new technology being generated by NASA, 
the Department of Energy and Defense, and other key government agencies. Two-volume set features the 
keynote addresses by NASA administrator Daniel Goldin and Maryland senator Barbara Mikulski as well 
as 1 20 papers spotlighting new inventions with commercial promise in: 

Advanced Materials Energy/Environmental Technology 

Artificial Intelligence Microelectronics /Optoelectronics 

Bioiechnology/Lifc Sciences Manufacturing 

Computer Technology Sensors & Signal Processing 

Data Management & Storage Robotics 


Mail with check or money order to: Associated Business Publications 
41 E. 42nd St., Suite 921, NY, NY 10017 
For credit card orders call 1800) 944-NASA. 



Databases/ 
Information Searches 


Technologies for 
Transfer 


This is what the Federal 
Laboratories Database 

can put at your fingertips: 

• 2,000 Federal Labo- 
ratories, Facilities 
and Centers 

• $70 billion in R&D 

• expertise in 170 
Critical Technologies 

• specialized laboratory 
equipment 

For information on the PC 
($495) and Macintosh ($695) 
versions of the FLD contact 
the: 

Mid-Atlantic 
Technology 
Applications Center 
800-257-2725 


HANDWHEELS, 
KNOBS & 
HANDLES 


Ippgpjis 


0-101 Rated Manufacturer 
Telephone: 800/537-4367, Ext. 242 
Fax: 216/481-6193 


Professional 

Services 


MECHANICAL ENGINEERING CONSULTANT 
LAWRENCE E. BALSLEY 
5606 Bismach Drive. #4. Alexandria. VA 22312 
(703) 354-6812 

• Gen. Mech. Design • Piping Design 
• Fan Design • Electronic Cooling 
• Stress and Vibration Analysis 
• Reasonable Rates 



t 


Reach over 201,000 design engi- 
neers, scientists, and technology 
managers throughout industry 
and government. ..for less than 
1/2 cent per contact.. .with an 
advertisement in Technology 
Connection, NASA Tech Briefs 
monthly ad section designed to 
speed the transfer of technologies 
to market and enable out readers 
to find people and services that 
can help them in their work. 

Contact Evelyn Man today 
at (800) 944-NASA 
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Efficient and Versatile Heat Exchangers for 

• Space Simulators • Wind Tunnels • Jet Engine and Rocket 
Engine Test Stands • Sub-zero Cooling of Superconductive Materials 


Tranter, inc. and Dean Products, Inc. 
have supplied efficient and flexible 
PIATECOIL®, PANELCOr and 
CRYOPANEL* prime surface heat 
exchangers for a wide variety of 
space age projects — from large and 
small solar simulator space chambers, 
to components for jet and rocket 
engine test stands, to heat exchange 
surfaces for helium cryopumping, to 
bell jar shrouds. 

With the acquisition of Dean 
Products' assets and the addition of a 
large, dedicated location for production 
of special space-oriented heat 
exchangers at its Wchita Falls, TX 


facility. Tranter is now producing 
PANELCOIL and CRYOPANEL products, 
in addition to PIATECOIL units. 

These outstanding heat exchangers 
can be supplied with grit blasted and 
blackened interior surfaces for low 
emissivity and high absorptivity to 
enhance acceptance of radiation from 
test objects. Outside surfaces can be 
electropolished for high emissivity and 
low absorptivity, reflecting radiation to 
reduce cryo-liquid usage. 

Discover the unparalleled versatility 
of PIATECOIL, PANELCOIL and 
CRYOPANEL units, and the potential 
efficiency and savings they can bring 


xi r operation. Call us at (817) 

-71 25, or contact your local 
ter representative. Better still, ask 
local Tranter A 

esentative about our 
t Transfer Symposiums. 



TRANTER, inc., Texas Division 
Old Burk Road • P.0. Box 2289 
Wichita Falls TX 76307 • (817) 723-7125 
TELEX: 73-4410 • FAX: (817) 723-5131 


MADE IN U.SA 


650102 
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KNOW 

CODE 



NO 

CODE 


WRITE (0TCD1, 9991) 

9991 FORMAT (46H SPECIFY CHEBYSHEV 
RIPPLE IN DB (FI 4.7) AND/OR, 

*24H TRANSITION WIDTH(F14.7) 

READ (INCOD, 9993) DOLOG, DF 
DP = 10.0**(-DPLOG/20.0) 

CALL CHEBC(NF, DP, DF, N, XO, XN) 

70 IEO = MOD(NF,2) 

IF (IEO.EQ.Q .OR. JTYPE.EQ.1 .OR 
JTYPE.EQ.3) GO TO 80 
WRITE (OTCD1 , 9990) 

FORMAT(48H NF MUST BE ODD INTEGER 


n_row= 16 
o_row = 512 
n_col = 8 

WtSum .R = make_array(n_col, n_row, /float) 
WtSumJ = make_array(n_col, n_row) 

FOR i=0, iwow-1 DO BEGIN 
FOR n=0, n_col-1 DO BEGIN 
FOR j=0 o_row-1 DO BEGIN 
temp = (j + i*32 MOD 512) 

WtSum_R(n,i) = WtSum_R(n,i)+float(fft__array(n,te 
WtSum _l(n,i) = WtSum_l(n,i)+float(fft_array(n,temp) 
ENDFOR 


nsig=length(angles); 

j=sqrt(-1); 

if nsig ~= lengtfi(snrs), error(‘check lengths’);end 

ce_sigs=0; 

rd=rand(‘dist’); 

rand(‘normar) 

ampl=exp(log(1 0)*snrs/ 

v=steer(nel,d, angles); 

v=v*diag(ampl); 

if ce_sigs sigs=exp(j*100'rand(nsig, looks)); 

sigs=(rand(nsig,looks)+j*rand(nsig,looks))/sqrt(2); 

end 

noise=(rand(nel,looks)+j*rand(nel,looks))/sqrt(2); 



With a click of 
the mouse, access 
hundreds of func- 
tions for data 
acquisition, data 
analysis, mathe- 
matics, statistics, 
FFT analysis, 
and scientific 
visualization. 


Through respon- 
sive menus and 
dialogue boxes, 
work with 
multiple data 
series, tables, 
or matrices to 
perform complex 
tasks. 


View your data 
as a line graph, 
a scatter plot, 
a bar chart 
through a range 
of 2D, 3D, and 4D 
plots. Comparing 
different views 
of your data 
couldn’t be easier. 


KNOW 

CODE 


OR DADiSP 


T he choice is yours. You can either write tedious Join the thousands of scientists and engineers 

code or you can use DADiSP. DADiSP makes who use DADiSP in automotive, aerospace, 
scientific data analysis and visualization easier communications, manufacturing, medical, mechani- 

than ever. With point and click menus, you can cal, and chemical industries, 

collect, display, and analyze your data in much With DADiSP, you can spend your time doing 

less time than using other software products what you do best, your work, 

or writing your own. 

DADiSP’s worksheet is simple yet power- 
ful, and provides hundreds of functions for 
vibration analysis, medical research, 
signal processing, laboratory automation, 

& test measurement. 

One Kendall Square Cambridge, MA 02139 
617-577-1133, FAX: 617-577-8211 
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PSP 

l\*vcloptr»t*nl 

Corporation 


CALL 1-800-777-5151 

for a free DADiSP Trial Kit 
for your workstation or PC. 
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